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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS. 

U.S. GOVERNMENT PRINTING OFFICE. WASHINGTON, D.C. 20402. 
SUBSCRIPTION PRICE $45.00 PER YEAR INCLUDES 12 ISSUES OF 
MONTHLY CATALOG, SERIALS SUPPLEMENT, SEMIANNUAL INDEX, AND 
CUMULATIVE INDEX. 
$11.00 ADDITIONAL FOR FOREIGN MAILING. 


Domestic Foreign 


MONTHLY CATALOG SINGLE COPIES $3.25 $4.10 
$4.50 $5.65 


SERIALS SUPPLEMENT 
SEMIANNUAL INDEX $9.00 $11.25 
CUMULATIVE INDEX $16.00 $20.00 





US. House of Representatives 
Telephone Directory 


Winter 1978 


The new 268-page House of 
Representatives Telephone Directory is 
the most comprehensive personnel 
directory ever produced by the Congress. 
An official publication of the Committee 
on House Administration, it has been 
designed to serve as a ready reference 
and personnel locator for all who 
conduct business with the House of 
Representatives. 
The Directory, which contains an 
alphabetical listing of all 9,500 House 
employees, will be updated and repub- 
lished quarterly. It includes the names, 
locations, and telephone numbers of 
all Representatives, each member 
of their Washington and field office 
staffs, and each House Committee (|  ™% 
and Subcommittee, its members and — 
staffs. All House Leadership and onne 
support offices are also listed. Site tty a 
The publication is being sold on boi 
a subscription basis by the Superintendent 
of Documents with the first subscription edition 
to be published in February 1978. The sales price for a yearly 
subscription (4 issues) is $9.50. Single issues may be purchased for $2.50. 





Subscription Order Form PLEASE PRINT 


Enter my subscription to: 
United States House of Representatives Telephone Directory 
@ $9.50 per year (4 Issues) 


—FIRST. L Remittance Enclosed (Make 
re oo checks payable to Superin- 


SSe-r GPCRs? SHRUB seresan tendent of Documents) 








COMPANY NAME OR ADDITIONAL ADDRESS LINE : 
| [_] Charge to my Deposit Account 


Lit ditt wT 


STREET ADDRESS Order te... 
LILLE LILIELLL LI LILI LILI ttle SE RR MET 


; ~~ City = STATE “ZIP CODE Superintendent of Documents 
| | | | | | | | | | | | | | | | | | | | Government Printing Office 
U | Washington, D.C. 20402 



































There’s a wealth of information 


in Government Publications 
For sale by the Superintendent of Documents 


Dictionary of Occupational 
Titles, 4th Edition 


The 4th edition of the Dictionary of 
Occupational Titles, a compendium 
of about 20,000 occupations in the 
American economy, contains an 
integrated arrangement of 
occupational definitions and the 
classification structure used to 
group such occupations in terms of 
related duties and activities. It 
includes sections on the purpose 
and history of the Dictionary and 
how to use it to find occupational 
information and as a tool for job 
placement. It also has an 
alphabetical index of occupational 
titles, a section on occupational 
titles arranged by industry 
designation, and a glossary of 
defined technical terms. 

L 37.302:0c 1 

S/N 029-013-00079-9 

$12.00 


Research on the Effects of 
Television Advertising on 
Children 


This book assesses the current 
state of knowledge about the effects 
of television advertising on children, 
and recommends a plan of future 
research to fill gaps in that 
knowledge. 1977. 229p. 

NS 1.2:T 23/4 

S/N 038-000—00336-4 

$3.75 


The United States Air Force in 
Southeast Asia 1961-1973 


This is an illustrated account of 
some of the activities of U.S. Air 
Force personnel during the Vietnam 
War. More than 600 photographs, 
many in color, supplement 21 
essays on various facets of the war. 
Among the subjects covered are air 
operations in North Vietnam, Laos, 
and Cambodia; base defense and 
medical support; American POW’s 
and “‘Operation Homecoming”; and 
Air Force recipients of the Medal of 
Honor. 1977. 381 p. il. 

D 301.2:Ai 7/29/961-73 

S/N 008—070—00364-—3 

Cloth, $10.25 


Skylab Explores the Earth 


During the 84 days Skylab orbited 
the earth, its crew shot 
approximately 2000 photographs 
as part of the Visual Observations 
Project. This large volume 
reproduces in full color hundreds 
of the most striking Skylab 
photographs, constituting a virtual 
“earth photo album.”’ Captions and 
accompanying texts and charts 
interpret each photograph, enabling 
the reader to appreciate and 
understand the principal features 
of the terrain it encompasses. 


Skylab Explores the Earth brings 
home the message of global 
ecological interaction and provides 
a fresh understanding of the 
interrelationship of oceans, land, 
and atmosphere world wide. 1977. 
517 p. il. 

NAS 1.21:380 

S/N 033-—000—00674—8 

Cloth, $15.00 


Skylab, Classroom in Space 


One of the most innovative features 
of the Skylab program was the 
incorporation of a series of 25 
experiments devised by high school 
students and chosen through a 
series of regional and national 
judgings. 

Heavily illustrated in full 
color and written to be easily 
understood by the non-scientist, 
Skylab, Classroom in Space 
describes each experiment as it was 
designed by the student and 
performed by the astronauts, and 
explains the significance of the 
results obtained. Highly informative 
and educational, this volume is a 
tribute to the contributions of the 
students and an inspiration for 
future science classes. 1977. 
182 p. il. 
NAS 1.21:401 
S/N 033-—000-—00678-—1 
Cloth, $8.25 








General Information 


There is no free distribution by this Office. 
Regulations require remittance in advance of 
shipment of publications, either by check or 
money order payable to the Superintendent of 
Documents. Do not send currency (bills or coins) 
or postage stamps. 

With the exception of specially priced 
publications, a discount of 25 percent is allowed 
on quantity purchases (100 or more copies of a 
single publication). The same discount applies to 
orders from a bookdealer (any quantity) when the 
publications are mailed to the dealer’s normal 
place of business. No discount will be allowed 
when publications are mailed to a third party 
(unless in quantities of 100 or more per title). 

NON U.S. CUSTOMERS— International 
mailing regulations require special handling for 
which we charge an additional 25 percent of the 
total cost of your order. Remittance is required 
in advance of shipping by draft on a United 
States or Canadian Bank, by UNESCO coupons 
or by International Postal Money Order made 
payable to the Superintendent of Documents. 


These orders are mailed via surface mail unless 
funds are sent to cover airmail postage. Foreign 
currency or checks will not be accepted. All 
orders must be in English. 


These symbols will be used to explain how your 
order was handled. 


Circle. . Publication(s) enclosed. 
Publications are being printed and will be 
mailed as soon as we receive stock. Cost 
has been included in charges on this order. 
Our stock of this publication is exhausted 
and it is no longer available. Consult your 
local library. 
Publication is no longer available. We have 
indicated on your order another publication 
which supersedes it or contains similar 
information. 


Do not order on this form after December 31, 
1978. instead, write for information as to price 
and availability of these publications since they 
may go out of print or be superseded by a later 
edition. 





Ordering 


1. Dictionary of Occupational 
Titles, 4th Edition 
$12.00 S/N 029-013-00079-9 


____ Research on the Effects of 
Television Advertising on 
Children 
$3.75 S/N 038-000-00336-4 


TO ORDER: 

Detach entire page, indicate quantity beside each publication desired, 
enclose remittance (check or money order payable to the Superintendent 
of Documents—please do not send cash or stamps). 


MAIL ORDER FORM TO: 
Superintendent of Documents, Government Printing Office, Washington, 
D.C. 20402. 


3.____ The United States Air Force in 
Southeast Asia 1961-1973 
$10.25 S/N 008-070-00364-3 


4. Skylab Explores the Earth 
$15.00 S/N 033-000-00674-8 


_____ Skylab, Classroom in Space 
$8.25 S/N 033-000-00678-1 


NOTICE: 

Prices of Government publications are subject to change without notice. 
Prices charged on your order may differ from prices printed in the 
publications. 
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For prompt shipment, please print or type address on mailing label below 





Government Printing Office 
Superintendent of Documents 
Washington, D.C. 20402 


OFFICIAL BUSINESS Name 





POSTAGE AND FEES PAID 
U.S. GOVERNMENT 
PRINTING OFFICE 

375 








Penalty for private use, $300 Street address _ 


SPECIAL FOURTH-CLASS RATE 
BOOK 





City and State ____ 
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Superintendent of Documents Enclosed 
U.S. Government Printing Office To be mailed 
Washington, D.C. 20402 Subscriptions 
Postage 
Foreign handling 
Your Order Number MMOB 
OPNR 
































Customer's Name and Address UPNS 
Discount 
Refund 











BEFORE USING THIS FORM, READ IMPORTANT INFORMATION ON REVERSE SIDE. 
PRINT OR TYPE CUSTOMER'S FULL NAME AND ADDRESS IN BLOCK ABOVE. 





Stock No. Quantity er Title of Publication (Print) 


















































THERE IS A $1.00 MINIMUM FOR MAIL ORDERS. TOTAL ENCLOSED $ 


TO INSURE ACCURATE MAILING OF YOUR ORDER, 
PRINT OR TYPE DESTINATION ADDRESS ON THE MAILING LABEL BELOW. 





GPO Form 3356 


U.S. GOVERNMENT PRINTING OFFICE POSTAGE AND FEES PAID 
SUPERINTENDENT OF DOCUMENTS U.S. GOVERNMENT PRINTING OFFICE 


WASHINGTON, D.C. 20402 375 
ian meen SPECIAL FOURTH-CLASS RATE 
OFFICIAL BUSINESS 


Penalty for Private Use, $300 





INFORMATION CONCERNING YOUR ORDER OR INQUIRY 


Thank you for your interest in U.S. Government publications. If you have made a written inquiry, it is returned herewith for your 
reference. We have indicated the prices of publications currently available, or have provided the information requested to the best 
of our ability. Unless otherwise noted, prices are for single copies. 


There is no free distribution by this Office. Regulations require remittance in advance of shipment of publications, either by check 
or money order payable to the Superintendent of Documents. Do not send currency (bills or coins) or postage stamps. 


With the exception of specially priced publications, a discount of 25 percent is allowed on quantity purchases (100 or more copies 
of a single publication). The same discount applies to orders from a bookdealer (any quantity) when the publications ore mailed to 
the dealer's normal place of business. No discount will be allowed when publications are mailed to a third party (unless in quantities 
of 100 or more per title). 


NON U.S. CUSTOMERS - International mailing regulations require special handling for which we charge an additional 25 percent 
of the total cost of your order. Remittance is required in advance of shipping by draft on a United States or Canadian Bank, by UNESCO 
coupons or by International Postal Money Order made payable to the Superintendent of Documents. These orders are mailed via surface 
mail unless funds are sent to cover airmail postage. Foreign currency or checks will not be accepted. All orders must be in English. 


TO ORDER, USE FORM ON REVERSE SIDE. FOLLOW INSTRUCTIONS BELOW 


Enter your complete name and address, your order number (if any) and date in the proper places at the top of this form. Enter 
stock number, unit of issue*, quantity, title and price of desired publication(s) and total enclosed. There is a $1.00 minimum for 
mail orders; this is not a surcharge. Enter destination name and address and your order number on mailing label at bottom of form. 


Mail copies with carbon attached to Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Retain customer's copy (green) for your records. 


If a shipment is incorrect, return the shipping document with your request for adjustment. DO NOT RETURN PUBLICATIONS UNTIL 
NOTIFIED TO DO SO. All claims must be submitted within one year from date of your order. 


THESE SYMBOLS WILL BE USED TO EXPLAIN HOW YOUR ORDER OR INQUIRY WAS HANDLED 


CIRCLE _ _ _Publication(s) enclosed. 
Publication is not sold by this Office. A copy may be available from the issuing agency indicated on your order. 
We are unable to identify the publication from the information furnished. 


Publications are being printed and will be mailed as soon as we receive stock. Cost has been included in charges on 
this order. 


Our stock of this publication is exhausted and it is no longer available. Consult your local library. 
New publication, we cannot accept your order at this time. Please reorder in 30 to 60 days. 


Publication is no longer available. We have indicated on your order another publication which supersedes it or contains 
similar information. 


* Unit of Issue Explanation 


PK Package containing multiple copies 

EA Each - single copy 

PD Pad containing multiple sheets 

SE Set of multiple items 

KT Kit of multiple items in a special container 
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Note 


The statistical results of the Monthly Catalog Survey are printed in this issue following the 
indexes. The report is statistical in nature without narrative interpretations. 

The Government Printing Office is currently reviewing the findings of the survey and 
appreciates the participation of all respondents. 





Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center's on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 
derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 

The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 





Contents 








General Information 

How To Order Publications 

New Classification Numbers 
Corrections for Previous Monthly 


Monthly Catalog 
Indexes 
Author Index 
Title Index 
Subject Index 
Series/Report Index 











H 


H. Con. Res 


H. doc. 


H. ex. doc _. 


HJ. Res _. 


Users’ Guide 


ABBREVIATIONS 


addition. addendum, addenda. 
amendment. amendments. 


_ appendix. appendixes. 


book. books. 
chapter. chapters. 


. Congress. 


Department. 
document. 


. facsimile. facsimiles. 
_.. fiscal year. 

. Greenwich hour angle. 

. House. 


House concurrent resolution. 
House document 


. House executive document. 


House joint resolution. 
House of Representatives. 
House bill. 


. House resolution. 


House report. 


. illustration, illustrations. 


inch, inches. 





number. numbers. 


_ Page. pages. 
... plate. plates. 
. portrait. portraits. 
_. part, parts. 
_. Feport. 
. Senate. Senate bill. 
.. Senate concurrent resolution. 
.. Senate document. 
. Senate executive document. 
. Senate executive report. 
.. Senate joint resolution. 
... Senate resolution. 
. Senate report. 
.. Section, sections. 


Se€SSiON. sessions. 


. supplement. 


volume. volumes. 


. versus. 


Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 

Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 
annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies. the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated by 
a “for sale” statement in the text entries. Those Congressional Publications which are not for sale may be 
obtained from the responsible Committee, or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately before the 
publication date in each entry. Additional information necessary for procuring documents appears above or 
within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office, Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance of receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 


There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 
documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94-1:H.doc.1. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division of 
the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would be 
superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors or 
inferiors in the Monthly Catalog. 








New Classification Numbers 


Forest Service. 
A 13.93/2:CT Forest insect and disease management [miscellaneous reports]. @Item 82-B 
A 13.95:date Forestry research:What’s new in the West (quarterly). 
Food Safety and Quality Service. 
A 103.6/2:CT United States standards for [various foods]. 
Note.—See, for earlier class, A 88.6/2:(CT). 
National Climatic Center. 
C 55.287:date Local climatological data, annual summaries. 
C 55.287-2:date Local climatological data (National Airport). 
C 55.287/3:date Local climatological data (Dulles International Airport). 
Norte.—See, for earlier classes, C 55.217: and C 55.217/2: 
Civil Service Commission. 
CS 1.72/3:date Federal employment outlook (quarterly). 
Defense Logistics Agency. 
D 7.26:nos Federal item logistics data records. 
Norte.—Issued in microfiche. 
D 7.29/3:date Management data list (ML), Army (monthly). 
Note.—lIssued in microfiche. 
D 7.29/4:date Management data list (ML), basic, Navy. 
Nore.—Issued in microfiche. 
Army Department. 
D 101.83:date Army Communications Command annual report. @ltem 332-F 
Engineer Corps (Army). 
D 103.33/13:nos Benchnotes, USA CRREL (bi-monthly). 
Naval Personnel Bureau. 
D 208.12/3-2:date Retired Naval personnel newsletter (quarterly). 
Naval Sea Systems Command. 
D 211.24:v.nos. & nos. NAVSEA Journal. 
Energy Department. 
E 1.1:date Annual report. 
General publications. @ltem 429-A 
Federal Supply Service. 
GS 2.7/5:date Federal supply schedule program guide. @ltem 564-B 
National Archives and Records Service. 
GS 4.17/5:date Select lists. @lItem 569-C-1 
National Center for Social Statistics. 
HE 17.647:date Social services U.S.A., statistical tables, summaries and analysis of services under Social 
Security Act Titles 20, 4-B, and 5C for fifty states and D.C. (quarterly). 
Education Office. 
HE 19.132/2:nos Community Education Advisory Council: Reports (numbered). @lItem 455-A-8 
HE 19.134:CT Occupational Home Economics Education Series. @lItem 455-A-8 
National Cancer Institute. 
HE 20.3151/3:date Division of Cancer Cause and Prevention: Annual report. @lItem 507-G-19 
HE 20.3151/4:date Division of Cancer Control and Rehabilitation: Annual report. @lItem 507-G-20 
HE 20.3151/5S:date Division of cancer treatment: Annual report. @lItem 507-G-21 
Health Manpower Bureau. 
HE 20.6612:date BHM support, directory of grants, awards, and loans. 
Note.—See, for earlier class, HE 20.6111:(date). 
National Institute of Mental Health. 
HE 20.8124:CT Mental health matters, a transcript of a community service radio program with guests from 
the Alcohol, Drug Abuse and Mental Health Administration. @lItem 507-B-27 
NoTE.—Title varies. 
Mines Bureau. 
I 28.37/3:nos Mineral commodity profiles, MCP (series). @Item 639-B 








I 28.152:nos Technology news from the Bureau of Mines. 
Fish and Wildlife Service. 
I 49.79:v.nos. & nos Fish health news. 
United States Information Agency. 
IA 1.24/3:letters-nos Office of Research [reports]. 
Nore.—Earlier reports classified in 1A 1.2:class. 
Justice Department. 
PROMIS research project, publications (numbered). @lItem 717-B-3 
Federal Judicial Center. 
Ju 13.9:nos Education and training series, ETS-(nos.). 
Bureau of Labor Statistics. 
L 2.101/2:date U.S. Department of State indexes of living costs abroad and quarters allowances, April 
(annual). 
Employment Standards Administration. 
Farm labor contractor registration Act, Public registry, National listing of contractors and 
employees registered during the period. @Item 766-N 
National Aeronautics and Space Administration. 
NAS 1.60:nos Technical papers. 
Nore.—Technical papers are replacing Technical notes and Technical reports-classes NAS 1.14: and NAS 1.12: 
NAS 1.61:nos Reference publications. 
President of the United States. 
Pr 39.1 1:date Federal personal data systems subject to the Privacy Act of 1974, annual report of the 
President. 
Nore.—See, for earlier class, Pr 38.12:(date). 
Department of State. 
Selected documents. 
Bureau of Alcohol, Tobacco and Firearms. 
Monthly Statistical release: Cigarettes and cigars. 
Nore.—Report symbol 69. 
T 70.9/3:date . Monthly statistical release: Distilled spirits. 
Note.—Report symbol 76. 
T 70.9/4:date Monthly statistical release: Beer. 
Nore.—Report symbol 77. 
T 70.9/S:date Monthly statistical release: Wines. 
Norte.—Report symbol 78. 
Federal Highway Administration. 
TD 2.36/2:date Implementation Division activities (annual). 
Federal Railroad Administration. 
TD 3.17:CT Environmental impact statements. @Item 701-C-2 
Nore.—Title varies. 
TD 3.18:date Budget estimates. 
Coast Guard. 
TD 5.28/4:date Recreational boating safety R & D, annual report. 
Urban Mass Transportation Administration. 
TD 7.16:date . Budget estimates. 
Federal Paperwork Commission. 
Y 3.P 19:9 CT Posters. 
White House Conference on Balanced National Growth and Economic Development. 
Y 3.W 58/19:1/date . Annual report. 
Y 3.W 38/19:2 CT General publications. 
Nore.—White House Conference will be held January 29 to February 2, 1978. 





























Corrections for Previous Monthly Catalogs 


Oct. 1975. Entry 16069, Jupiter as viewed from Pioneer 10.. . . Change class to NAS 1.43:J 97/2. 

Feb. 1976. Entry 03730, Decisions on geographic names in United States . . . Change class to I 33.5/2:(nos.) 

——Entry 04312, Occupational outlook quarterly . . . Change class to L 2.70/4:(v. nos. & nos.). 

Mar. 1977. Entry 77-3241, A drop to drink . . . Following Item 431-I-1 add pbk.: $0.40 and S/N 055-000-00153-7. 
Mar. 1977. Entry 77-3327, Inter-American Foundation’s . . . Following Cover title, change “ID-76-68.” to “ID-76-69.” 
Apr. 1977. Entry 77-4867, Savings banks in the unfolding . . . Change class to FR 1.23:H 71/17. 





Serials Supplement 1977. Entry 77-6542, Stocks of grain in deliverable positions for Chicago Board of Trade. . . Change class to Y 3.C 
73/5:10 (date). 

May 1977. Entry 77-6954, Blacks in the Army Air Forces during World War II . . . change class to D 301.2:B 56. 

——Entry 77-7521, Manual of rules of the Committee . . . Change class to Y 4.W 36:WMCP 95-1. 

——Entry 77-7522, Summary of H.R. 3477. . . Change class to Y 4.W 36:WMCP-10. 

June 1977. Corrections for Previous Monthly Catalogs, p. xiii, Mar. 1977, Entry 77-3946, Military construction appropriations for 1977 
. . . The correct class is Y 4.Ap 6/1:M 59/6/977—2. 

——List of Government Authors, p. xv, House of Representatives, Washington, DC 20515, House Documents. Change class to 
81-1:H.doc.381/v.1/pt.2. 

——Entry 77-7681, Smoke detectors: . . . Change class to C 13.16:1074. 

——Delete duplicate entry 77-8738. 

——Entry 77-9163, Proposed allocation . . . Change class to Y 4.W 36:WMCP 95-11. 

——Entry 77-9166, Materials relating to. . . Change class to Y 4.W 36:WMCP 95-12. 

——Entry 77-9168, Fraud and abuse in . . . Change class to Y 4.W 36:WMCP 95-6. 

——Entry 77-9169, H.R. 3, Medicare . . . Change class to Y 4.W 36:WMCP 95-14. 

——Entry 77-9170, Social security benefits . . . Change class to Y 4.W 36:WMCP 95-4. 

——Entry 77-9171, Report covering the six . . . Change class to Y 4.W 36:WMCP 95-9. 








List of Government Authors 


Beginning entry 
ACTION, Washington, DC 20525 AA 1.11:4200.22/2 
Administrative Office of United States Courts, Washington, DC 20544 Ju 10.6:D 63/3 
Aging Administration, Washington, DC 20201 HE 1.208/2:E] 2 
Agriculture Department, Washington, DC 20250 m A 1.77:93/8 
Alcohol, Tobacco and Firearms Bureau, Washington, DC 20224 T 70.2:C 74 
Army Department, Washington, DC 20310 D 101.2:Ac 7/2/v.1-2 
Assistant Public Printer (Superintendent of Documents) Government Printing Office, Washington, DC 
20402 GP 3.22/2:011/4 
Census Bureau, Suitland, MD 20233 C 3.24/9:M 73 (AS)-6, C 
56.211/7:C 50-73 A/pt.2 
Central Intelligence Agency, Washington, DC 20505 PrEx 3.10/4:W 89/v.2 
Children’s Bureau, Washington, DC 20201 HE 1.480:D 54/977 
Civil Aeronautics Board, Washington, DC 20428 C 31.202:Ai 7/14 
Civil Rights Commission, Washington, DC 20425 CR 1.2:D 45/24 
Civil Service Commission, Washington, DC 20415 CS 1.2:Au 8/2/977 
Coast Guard, Washington, DC 20590 TD 5.2:B 22 
Commerce Department, Washington, DC 20230 C 1.2:Ac 8/4 
Commissions, Committees, and Boards Y 3.Ad 6:1/976 
Communication Office, Washington, DC 20250 A 21.9/8:5/24 
Community Health Services Bureau, Rockville, MD 20852 HE 20.5102:C 73/976 
CONGRESS XJH:94-2/pt.1-2 
Laws , 95-1:Pub.Law 39 
Congressional Budget Office, Washington, DC 20515 Y 10.9:C 73 
Economic Joint Committee, Washington, DC 20510 Y 4.Ec 7:G 91/3/975 
House of Representatives, Washington, DC 20515 
House documents 95-1:H.doc.67 
House reports 95-1:H.rp.175 
Agriculture, Committee on, Washington, DC 20515 Y 4.Ag 8/1:C 86/12 
Appropriations, Committee on, Washington, DC 20515 Y 4.Ap 6/1:D 63/978/pt.1-2 
Armed Services, Committee on, Washington, DC 20515 Y 4.Ar 5/2 a:977-78/7 
Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 Y 4.B 22/1:F 31/29/977 
Education and Labor, Committee on, Washington, DC 20515 Y 4.Ed 8/1:B 86/5 
Government Operations, Committee on, Washington, DC 20515 Y 4.G 74/7:F 31/25/977 
Interior and Insular Affairs, Committee on, Washington, DC 20515 Y 4.in 8/14:94-47 
International Relations, Committee on, Washington, DC 20515 Y 4.In 8/16:H 88/18 
Interstate and Foreign Commerce, Committee on, Washington, DC 20515 Y 4.In 8/4:95-15 
Judiciary, Committee on the, Washington, DC 20515 , Y 4.3 89/1:95-8 
Merchant Marine and Fisheries, Committee on, Washington, DC 20515 Y 4.M 53:95-2 
Narcotics Abuse and Control, Select Committee on, Washington, DC 20515 Y 4.N 16:95-1-12 
Post Office and Civil Service, Committee on, Washington, DC 20515 Y 4.P 84/10:95-18 
Science and Technology, Committee on, Washington, DC 20515 Y 4.Sci 2:95/2-3 
Small Business, Committee on, Washington, DC 20515 Y 4.Sm 1:D 36/4 
Veterans’ Affairs, Committee on, Washington, DC 20515 Y 4.V 64/3:C 33/16 
Ways and Means, Committee on, Washington, DC 20515 Y 4.W 36:WMCP 95-27 
Senate, Washington, DC 20510 Y 1.3:Su 1/975 
Senate documents , 95-1:S.doc.34 
Senate reports 95-1:S.rp.100 
Aging, Special Committee on, Washington, DC 20510 Y 4.Ag 4:H 34/15 
Agriculture, Nutrition, and forestry, Committee on, Washington, DC 20510 Y 4.Ag 8/3:C 97 
Appropriations, Committee on, Washington, DC 20510 Y 4.Ap 6/2:Ag 8/5/978/pt.1 
Armed Services, Committee on, Washington, DC 20510 Y 4.Ar 5/3:En 2/978 
Banking, Housing, and Urban Affairs, Committee on, Washington, DC 20510 Y 4.B 22/3:C 73/13 













































































Beginning entry 
Budget, Committee on the, Washington, DC 20510 Y 4.B 85/2:Se 5/8 
Commerce, Science and Transportation, Committee on, Washington, DC 20510 Y 4.C 73/7:95-4/pt.3 
Energy and Natural Resources, Committee on, Washington, DC 20510 Y 4.En 2:95-35 
Environment and Public Works, Committee on, Washington, DC 20510 Y 4.P 96/10:95-H 22 














Finance, Committee on, Washington, DC 20510 
Foreign Relations, Committee on, Washington, DC 20510 





Governmental Affairs, Committee on, Washington, DC 20510 








Human Resources, Committee on, Washington, DC 20510 
Intelligence, Select Committee on, Washington, DC 20510 





Interior and Insular Affairs, Committee on, Washington, DC 20510 








Judiciary, Committee on the, Washington, DC 20510 
Small business, Select Committee on, Washington, DC 20510 





Veterans’ Affairs, Committee on, Washington, DC 20510 








Copyright Office, Washington, DC 20559 
Defense Mapping Agency, Washington, DC 20305 





Defense Supply Agency, Cameron Station, Alexandria, VA 22314 





District of Columbia 





Economic Development Administration, Washington, DC 20230 





Economic Research Service, Washington, DC 20250 








Education Office, Washington, DC 20202 
Employment and Training Administration, Washington, DC 20210. 





Energy Research and Development Administration, Washington, DC 20545 








Engineers Corps 
Environmental Data Service, Washington, DC 20235 





Environmental Protection Agency, Washington, DC 20460 





Environmental Research Laboratories, Boulder, CO 80302 





Farmer Cooperative Service, Washington, DC 20250 





Federal Aviation Administration, Washington, DC 20553 








Federal Bureau of Investigation, Washington, DC 20535 





Federal Energy Administration, Washington, DC 20461 
Federal Highway Administration, Washington, DC 20590 





Federal Insurance Administration, Washington, DC 20410 








Federal Power Commission, Washington, DC 20426 
Federal Railroad Administration, Washington, DC 20590 








Federal Register Office, Washington, DC 20408 





Federal Supply Service, Washington, DC 20405 
Fish and Wildlife Service, Washington, DC 20240 





Food and Drug Administration, Rockville, MD 20852 








Forest Service, Washington, DC 20250 
General Accounting Office, Washington, DC 20548 





General Services Administration, Washington, DC 20405 








Geographic Names Board, Washington, DC 20240 
Geological Survey, Reston, VA 22092 





Health, Education, and Welfare Department, Washington, DC 20201 








Health Manpower Bureau, Bethesda, MD 20014 
Health Resources Administration, Rockville MD 20852 





Health Services Administration, Rockville, MD 20852 








Housing and Urban Development Department, Washington, DC 20410 
Immigration and Naturalization Service, Washington, DC 20536 





Information for Armed Forces, Office of, Washington, DC 20310 








Interior Department, Washington, DC 20240 
Internal Revenue Service, Washington, DC 20224 





International Commerce Bureau, Washington, DC 20230 








International Development Agency, Washington, DC 20523 
Interstate Commerce Commission, Washington, DC 20423 





John E. Fogarty International Center for Advanced Study in the Health Sciences, Bethesda, MD 20014 





Justice Department, Washington, DC 20530 
Labor Department, Washington, DC 20210 





Labor Statistics Bureau, Washington, DC 20210 








Land Management Bureau, Washington, DC 20240 
Library of Congress, Washington, DC 20540 





xxiv 


Y 4.F 49:W 45/10 
Y 4.F 76/2:Ex 3/2/v.5 
Y 4.G 74/9:D 63 

Y 4.H 88:B 52 

Y 4.In 8/19:F 96 

Y 4.In 8/13:Ut 1 

Y 4.J 89/2:D 84/7 

Y¥ 4.Sm 1/2:D 83 

Y 4.V 64/4:L 52/2/975-16 
LC 3.4/2:1/8 

D 5.317:224(121)B-H 
D 7.6/4:Ad 1/ch.5 
DC 9.2:H 62 

C 46.2:0a 4/974 

A 93.9/4:81/supp.2 
HE 19.102:C 18/8 

L 37.2:T 23 

ER 1.2:El 2/5 

D 103.2:D 18/v.1 

C 55.220/3:975-2 

EP 1.2:Au 2/2 

C 55.602:N 42e 

A 89.15:4/11 

TD 4.2:B 85 

J 1.14/16:H 12 

FE 1.8:En 2 

TD 2.2:C 49/5 

HH 10.9:Au 7 

FP 1.13:El 2/2/976/no.1-8 
TD 3.2:F 11 

GS 4.102:St 2 

GS 2.6/3:Sp 3/977 

I 49.2:St 8/2/pt.A/case P 
HE 20.4023:21 

A 13.28:T 61 

GA 1.2:B 85/2 

GS 1.2:F 31/977-2 

1 33.8:F 88 

I 19.2:F 27/975 

HE 1.2:As 4 

HE 20.6602:C 16 

HE 20.6001/4:976 

HE 20.5002:J 57 

HH 1.1:976 

J 21.2:N 21/4/977 

D 2.2:Un 3/977 

I 1.77:C 63/2 

T 22.35/2:B 96/973 

C 57.102:T 67/2 

S 18.2:F 73/4 

IC 1.2:R 13/21/no.1-7 
HE 20.37/2:975 

J 1.2:Al 1/4, J 1.15/1:973-76 
L 1.1976 

L 2.6/a:D 63/4 

1 53.19:F 73 

LC 1.2:L 41/2/977 





Beginning entry 
Management and Budget Office, Washington, DC 20503 PrEx 2.21:976 
Mines Bureau, Washington, DC 20241 I 28.2:M 66/11 
Mining Enforcement and Safety Administration, Washington, DC 20240 I 69.9:1055 
Mint Bureau, Washington, DC 20220 T 28.2:T 44 
National Aeronautics and Space Administration, Washington, DC 20546 NAS 1.21:349/2 
National Bureau of Standards, Washington, DC 20234 C 13.2:C 73/2/draft 
National Cancer Institute, Bethesda, MD 20014 HE 20.3168-3:Ac 2/977 
National Center for Education Statistics, Washington, DC 20202 HE 19.325:975 
National Center for Health Statistics, Rockville, MD 20852 eit HE 20.6209:10/116 
National Credit Union Administration, Washington, DC 20456 NCU 1.1:976 
National Endowment for the Arts, Washington, DC 20506 NF 2.1:976 
National Fire Prevention and Control Administration, Washington, DC 20230 C 58.2:F 51/2 
National Heart, Lung, and Blood Institute, Bethesda, MD 20014 HE 20.3208:B 62/4 
National Highway Traffic Safety Administration, Washington, DC 20590 TD 8.2:D 54/5/v.2 
National Institute for Occupational Safety and Health, Rockville, MD 20852 HE 20.7102:T 66/2 
National Institute of Allergy and Infectious Diseases, Bethesda, MD 20014 HE 20.3252:M 75/977 
National Institute of Arthritis, Metabolism and Digestive Diseases, Bethesda, MD 20014 HE 20.3317:975 
National Institute of Child Health and Human Development, Bethesda, MD 20014 HE 20.3352:In 3/4/no. 7 
National Institute of Dental Research, Washington, DC 20202 HE 20.3402:B 52 
National Institute of Education, Washington, DC 20208 HE 19.210:977-1/ind. 
National Institute of Mental Healt, Rockville, MD 20852 HE 20.8102:M 66/2 
National Institute of Neurological and Communicative Disorders and Stroke, Bethesda, MD 20014 HE 20.3502:An 8/2 
National Institute on Alcohol Abuse and Alcoholism, Rockville, MD 20852 HE 20.8302:F 76 
National Institute on Drug Abuse, Rockville, MD 20852 : HE 20.8213:D 84/2 
National Institutes of Health, Bethesda, MD 20014 " HE 20.3002:An 5/2 
National Library of Medicine, Bethesda, MD 20014 HE 20.3602:G 76/2 
National Marine Fisheries Service, Washington, DC 20230 C 55.302:R 24 
National Mediation Board, Washington, DC 20036 NMB 1.2:R 13/5 
National Oceanic and Atmospheric Administration, Rockville, MD 20852 C 55.2:H 94/3/977 
National Ocean Survey, Washington, DC 20235 C 55.402:An 21/978 
National Park Service, Washington, DC 20242 I 29.2:En 2 
National Science Foundation, Washington, DC 20550 NS 1.2:M 33 
National Transportation Safety Board, Washington, DC 20594 TD 1.102:Ac 2/973-75 
National Weather Service, Washington, DC 20235 C 55.102:H 94/8 
Naval Facilities Engineering Command, Washington, DC 20360 D 209.14:H 35/977 
Naval Personnel Bureau, Washington, DC 20370 D 208.6/4:At 3 
Naval Research Office, Arlington, VA 22217 D 210.8:8057 
Navy Department, Washington, DC 20350 D 201.45/27:77-20 
Occupational Safety and Health Administration, Washington, DC 20210 L 35.2:F 83/2 
Outdoor Recreation Bureau, Washington, DC 20240 I 66.2:B 63/977 
Pesticide Program Office, Chamblee, GA 30341 EP 5.2:P 43/6/977 
President of the United States, Washington, DC 20500 PR 36.8:M 52/R 29/976 
President’s Committee on Employment of the Handicapped, Washington, DC 20210 PrEx 1.10:Af 2 
Public Health Service, Washington, DC 20201 HE 20.2:G 76/976/add-2 
Radiation Programs Office, Rockville, MD 20852 EP 6.10/6:77-2 
Reclamation Bureau, Washington, DC 20240 I 27.2:C 71/18/971-75 
Rehabilitation Services Administration, Washington, DC 20201 HE 1.602:R 24 
Securities and Exchange Commission, Washington, DC 20549 SE 1.14:Ev 1/10 
Small Business Administration, Washington, DC 20416 SBA 1.2:Sm 1/4 
Smithsonian Institution, Washington, DC 20560 SI 1.2:Ea 5 
Social Security Administration, Baltimore, MD 21235 HE 3.2:C 41/977 
Soil Conservation Service, Washington, DC 20250 A 57.38:M 85 
State Department, Washington, DC 20520 S 1.26:113 
Systems Research and Development Service, Washington, DC 20553 TD 4.502:P 91 
Telecommunications Policy Office, Washington, DC 20504... PrEx 18.2:El 2 
Transportation Department, Washington, DC 20590 TD 1.2:B 34/5 
Treasury Department, Washington, DC 20220.... T 1.2:P 93/v.1-5 
United States International Trade Commission, Washington, DC 20436 TC 1.2:T 17/20 
Urban Mass Transportation Administration, Washington, DC 20590 TD 7.2:El 2/3 
Veterans Administration, Washington, DC 20420.. VA 1.2:V 64/4/977 
Veterans’ Reemployment Rights Office, Washington, DC 20210 L 25/2:R 25/7 





















































Beginning entry 
Water Programs Operations Office, Washington, DC 20460 EP 2.8:Ac 8 
Women’s Bureau, Washington, DC 20210 L 36.102:W 89/4 











Monthly Catalog Survey Report 


September 22, 1977 


I. There were 11,205 original mailings worldwide, with 9,784 sent to commercial subscribers, 221 sent to consigned distribution, and 
1,204 sent to depository libraries. 
II. There were 4,015 respondents to the survey by September 22, 1977 representing a 35.8 response. 


Total No. Percent respondents/ 
Survey question Survey answer respondents total respondents 


1. Status of the Respondent 
A = Professional Librarian 2,489 
B = Library Administrator 919 
C = Library Technician 261 
D = Private Subscriber 115 
E = Other 214 




















Total 3,998 

2. Type of Subscription 
A = Institutional 3,865 
B = Personal 128 














Total 3,993 
3. Type of Library 

A = Government 546 
B = Public 590 
C = Academic 
D = School 70 
E = Special 
F = None 193 


























Total 

4. Federal Documents Cataloged? 
A = Yes 

B = No 

C = Not Applicable 

















Total 

5. Subject Access to Federal Documents? 
A = Yes 

B = No 

C = Not Applicable 

















Total 

6. Library of Congress Subject Headings Used in Main Catalog? 
A = Yes 

B = No 

C = Not Applicable 

















Total 

7. How Frequently Do You Use Monthly Catalog? 
A = Daily 

B = Weekly 

C = Three Times Per Week 

















Survey question Survey answer 


7. How Frequently Do You Use Monthly Catalog?—Continued 











E = Multiple Use 
F = Not Applicable 














9. Subject Accessibility Better in the: 
A = New Format 
































11. Do Library of Congress Subject Headings Provide Adequate Subject 
Coverage/Access to Monthly Catalog? 














12. Area in Which Library of Congress Subject Headings Are Insuffi- 
cient: 
A = Scientific Terminology .... 











D = Difficulty in Searching 
E = Not Applicable .. 














13. Should GPO Supplement Library of Congress Subject Headings 
With Local LC-Type Headings? 














14. Should Library of Congress Subject Headings Continue to be 
Used in Monthly Catalog? 











Total No. 
respondents 


474 
1,016 
497 


Percent respondents/ 
total respondents 


11.8 
25.3 
12.4 





3,994 


734 
66 
13 

662 


“*) 


99.5 


18.3 
1.6 
ss 
16.5 
59.0 
3.4 





99.1 























Total No. Percent respondent/ 
Survey question Survey answer respondents total respondents 


15. Would You Recommend Indexing System Such as KWIC or 
PRECIS in Monthly Catalog Instead of Library of Congress 
Subject Headings? 


B= 





16. If Answer to Above Question is Yes Which Indexing System 
Should GPO Adopt? 
A = PRTECIS 


T1MmOAWw > 





17. Is Subscription Service for Monthly Catalog Satisfactory? 
A = Service Has Been Satisfactory 
B = Service Has Not Been Satisfactory 











MONTHLY CATALOG 


December 1977 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


77-15932 
A 1.77:93/8 
United States. Agricultural Research Service. 

Freezing meat and fish in the home / prepared by Agricul- 
tural Marketing Research Institute, and Consumer and Food 
Economics Institute, National Marine Fisheries Service, Na- 
tional Oceanic and Atmospheric Administration, Depart. of 
Commerce. — Slightly rev. May 1977. — Washington : Dept. 
of Agriculture, Agricultural Research Service 1977. 

20402 

23 p. : ill. ; 26 cm. — (Home and garden bulletin ; no. 93) 

Cover title. 

Supersedes Home and garden bulletin 15, “Freezing meat 
and poultry products for home use.” 

Issued Dec. 1963. 

@ltem 111 

S/N 001-000-0298 1-9 

pbk. 

1. Meat, Frozen. 2. Fish, Frozen. I. United States. 
Agricultural Research Service. Consumer and _ Food 
Economics Institute. II. United States. Agricultural Market- 
ing Research Institute. III. United States. National Marine 
Fisheries Service. IV. Title. V. Series: United States. Dept. 
of Agriculture. Home and garden ; bulletin no. 93. 


OCLC 3262594 


77-15933 
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ments. Washington, Dept. of Commerce, Bureau of the Cen- 
sus, Industry Division ; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

28 cm. 

Cover title. 

““M74(AS)-2”, “*""M75(AS)-2.” 

Chiefly tables. 

1974 and 1975 surveys. 

@ltem 134-A 

1. United States — Industries — Periodicals. 2. United 
States — Manufactures — Statistics — Periodicals. I. Title. 


OCLC 3313126 


77-15976 
C 3.24/9:M 74 (AS)-4.2 
C 3.24/9:M 74 (AS)-4.3 
United States. Bureau of the Census. 

Annual survey of manufactures. Fuels and electric energy 
consumed. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

ill. 28 cm. 

Cover title. 

**M74(AS)-4.2”, ““M74(AS)-4.3.” 

Chiefly tables. 

M74(AS)-4.2 supercedes M74(AS)-4.1. 

Vols. for 19 - issued in 2 volumes: States, by industry 
group and United States, by industry and Standards 
metropolitan statistical areas. 

1974. 

@ltem 134-A 

1. United States — Industries — Periodicals. 2. United 
States — Manufactures — Statistics — Periodicals. I. Title. 


OCLC 3313054 





Government Publications 


77-15977 
C 3.24/9:M 74 (AS)-5 
United States. Bureau of the Census. 

Annual survey of manufactures. Expenditures for new 
plant and equipment and book value of fixed assets and 
rental payments for building and equipment. Washington, 
Dept. of Commerce, Bureau of the Census, Industry Division 
; for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 

20233 

28 cm. 

Cover title. 

“M74(AS)-5.” 

Chiefly tables. 

1974. 

@ltem 134-A 

Absorbed: Annual survey of manufactures: book value of 
fixed assets and rental payments for buildings and equipment 

1. United States — Industries — Periodicals. 2. United 
States — Manufactures — Statistics — Periodicals. I. Title. 


OCLC 3313090 


77-15978 
C 3.62/4:71 
United States. Bureau of the Census. 

Per capita retail sales in the United States, by counties, 
1972. Washington : Dept. of Commerce, Bureau of the Cen- 
sus : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

col. map on sheet 72 x 103 cm. (United States maps, GE- 
50; 71) 

Scale 1:5,000,000 

Prepared by Geography Division in cooperation with Busi- 
ness Division, Bureau of the Census. 

Source: Bureau of the Census, Census of retail trade, 1972, 
Area statistics, and Current population reports, Series P-25 
(population estimates were for July 1, 1973). 

Insets: [ Alaska, on reduced scale 1:10,000,000]—[Hawiian 
Islands } 

@ltem 146-K 

S/N 003-024-01372-0 

$1.20 

1. Retail trade — United States— Maps. 2. Shopping — 
United States— Maps. I. Title. Il. Series: United States. 
Bureau of the Census. United States maps, GE-50 ; 71. 


OCLC 3288982 


77-15979 
C 3.62/6:M 66/970 
United States. Bureau of the Census. 

Minnesota : county subdivisions, townships, unorganized 
territories, and place. Washington : Dept. of Commerce, Bu- 
reau of the Census : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

20402 

map 85 x 94 cm. 

Scale 2.10 cm. : 10 mi. 

Based on 1970 census. 

S/N 003-001-01868-3 

$1.60 

1. County government — Minnesota— Maps. 2. Min- 
nesota — Maps. I. Title. 


OCLC 3289007 


77-15980 


C 3.62/7:0160 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Albany-Schenectady-Troy, New York. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[29] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-0160. 

Cover title. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-007 12-6 

pbk. : $4.60 

1. Metropolitan areas — New York — Maps. 2. Albany, 
N.Y.— Maps. 3. Housing — New York (State) — Albany — 
Maps. 4. Albany, N.Y.— Population — Maps. 5. Schenec- 
tady, N.Y. — Maps. 6. Troy, N.Y.— Maps. 7. Housing — 
New York (State) — Schenectady — Maps. 8. Housing — 
New York (State) — Troy — Maps. 9. Schenectady, N.Y. — 
Population — Maps. 10. Troy, N.Y. — Population — Maps. 
I. United States. Dept. of Labor. Manpower Administration. 
Il. California. University. Lawrence Berkeley Laboratory. 
Ill. Title. 


OCLC 3286724 


77-15981 
C 3.62/7:1640 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Cincinnati, Ohio-Kentucky-Indiana. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[29] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-1640. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-007 16-9 

pbk. : $4.60 

1. Metropolitan areas —Ohio— Maps. 2. Cincinnati 
metropolitan area — Maps. 3. Housing — Cincinnati 
metropolitan area— Maps. 4. Cincinnati metropolitan area 
— Population — Maps. I. United States. Dept. of Labor. 
Manpower Administration. II. California. University. 
Lawrence Berkeley Laboratory. III. Title. 


OCLC 3286540 


77-15982 
C 3.62/7:4920 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Memphis, Tennessee-Arkansas. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1974 i.e. 1975. 





December 1977 


20402 

[15] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-4920. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-00690- 1 

pbk. : $2.90 

1. Metropolitan areas —Ohio— Maps. 2. Memphis 
metropolitan area — Maps. 3. Housing — Memphis 
metropolitan area— Maps. 4. Memphis metropolitan area 
— Population — Maps. I. United States. Dept. of Labor. 
Manpower Administration. II. California. University. 
Lawrence Berkeley Laboratory. III. Title. 


OCLC 3286563 


77-15983 
C 3.62/7:5880 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Oklahoma City, Oklahoma. — Washington : Dept. of 
Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[28] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-5880. 

Cover title. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-00725-8 

pbk. : $4.60 

1. Metropolitan areas — Oklahoma — Maps. 2. Oklahoma 
City, Okla.— Maps. 3. Housing — Oklahoma — Oklahoma 
City — Maps. 4. Oklahoma City, Oklahoma — Population — 
Maps. I. United States. Dept. of Labor. Manpower Adminis- 
tration. II. California. University. Lawrence Berkeley 
Laboratory. Ill. Title. 


OCLC 3286788 


77-15984 
C 3.62/7:6840 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Rochester, New York. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[29] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-6840. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

Cover title. 

@ltem 146-K 

S/N 003-024-00703-7 

pbk. : $4.60 

1. Metropolitan areas— New York (State)— Maps. 2. 
Rochester metropolitan area— Maps. 3. Housing — 
Rochester metropolitan area— Maps. 4. Rochester 
metropolitan area — Population — Maps. I. United States. 
Dept. of Labor. Manpower Administration. II. California. 
University. Lawrence Berkeley Laboratory. III. Title. 


OCLC 3286591 


77-15985 


C 3.62/7:7400 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : San Jose, California. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[16] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-7400. 

Cover title. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-00707-0 

pkb. : $2.90 

1. Metropolitan areas — California — Maps. 2. San Jose, 
Calif. — Maps. 3. Housing — California — San Jose — Maps. 
4. San Jose, Calif. — Population — Maps. I. United States. 
Dept. of Labor. Manpower Administration. II. California. 
University. Lawrence Berkeley Laboratory. III. Title. 


OCLC 3286754 


77-15986 
C 3.62/7:8160 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Syracuse, New York. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[28] p. : maps (some col.) ; 33 x 56 cm. 

GE 80-8160. 

Cover title. 

Prepared by Geography Division, in cooperation with 
Dept. of Labor, Manpower Administration, and Lawrence 
Berkeley Laboratory. 

@ltem 146-K 

S/N 003-024-00709-6 

pbk. : $4.60 

1. Metropolitan areas— New York (State)— Maps. 2. 
Syracuse , N.Y.— Maps. 3. Housing — New York (State) 
Syracuse — Maps. 4. Syracuse N.Y. — Population — Maps. 
I. United States. Dept. of Labor. Manpower Administration. 
Il. California. University. Lawrence Berkeley Laboratory. 
Ill. Title. 


OCLC 3286674 


77-15987 


C 3.62/7:8280 
United States. Bureau of the Census. 

Urban atlas, tract data for standard metropolitan statistical 
areas : Tampa-St. Petersburg, Florida. — [Washington] 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1974 i.e. 1975. 

20402 

[2] p. : 13 maps (12 col.) ; 56 x 43 cm. 

Cover title. 

GE 80-8280. 

Prepared by Geography Division in cooperation with Dept. 
of Labor, Manpower Administration, and Lawrence Berkeley 
Laboratory. 

@ltem 146-K 

S/N 003-024-0073 1-2 

pbk. : $2.90 





Government Publications 


1. Metropolitan areas — Florida— Maps. 2. Housing — 
Florida — Tampa — Maps. 3. Tampa, Fla. — Population — 
Maps. 4. Housing — Florida — St. Petersburg — Maps. 5. 
Tampa, Fla.— Maps. 6. St. Petersburg, Fla.— Maps. 7. 
St. Petersburg, Fla. — Population — Maps. I. United States. 
Dept. of Labor. Manpower Administration. II. California. 
University. Lawrence Berkeley Laboratory. III. Title. 


OCLC 3321018 


77-15988 
C 3.140/2:976/1 
Public employment. Washington, Dept. of Commerce, Bureau 
of the Census, GovernmentsDivison; for sale by the Sub- 
scriber Services Section (Publications), Bureau of the Cen- 
sus. 

20233 

28 cm. (Government employment ; GE76 no. 1) 

1965- 

1976 

Chiefly tables. 

Vols. for 1971-74 were classified C 56.209/2 during the 
time the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

@ltem 148-A 

Main series: United States. Bureau of the Census. Govern- 
ment employment 

Supersedes: State distribution of public employment 

1. Civil service — United States — Statistics. I. United 
States. Bureau of the Census. II. Series. 


OCLC 1190847 


77-15989 
C 3.140/2:976/2 
City employment. Washington, Dept. of Commerce, Bureau of 
the Census, Governments Division; for sale by Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 

28 cm. (Government employment ; GE76 no. 2) 

1965- 

1976. 

Chiefly tables. 

Vols. for 1971-74 were classified C 56.209/2 during the 
time the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

@ltem 148-A 

ISSN 0091-9209 

Main series: United States. Bureau of the Census. Govern- 
ment employment 

1. Municipal officials and employees — United States — 
Statistics. I. United States. Bureau of the Census. Il. Se- 
ries. 

JS358.US5a 
352/.005/0973 
OCLC 1788013 


77-15990 
C 3.140/2:976/4 
County government employment. Washington. Dept. of Com- 
merce, Bureau of the Census, Governments Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census. 
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20233 

28 cm. (Government employment ; GE76 no. 4) 

1974- 

1976. 

Chiefly tables. 

Vol. for 1974 was classified C 56.209/2 during the time 
the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

@ltem 148-A 

Main series: United States. Bureau of the Census. Govern- 
ment employment 

1. County officials and employees — United States — 
Statistics. I. United States. Bureau of the Census. II. Se- 
ries. 


OCLC 2200215 


Current population reports: Series P-20, P-23, P-25, P-26, P-27, 
P-28, P-60 and P-65. Supt. of Docs. subscription $56.00 a year, 
$14.00 additional for foreign mailing; single copy prices vary. 


77-15991 
C 3.186:P-20/301/errata 
Moore, Maurice J . 

Fertility of American women, June 1975 : errata sheet / 
{prepared by Maurice J. Moore and Martin O’Connell] — 
Washington : Dept. of Commerce, Bureau of the Census, 
1976. 

20233 

[1] p. ; 28 cm. — (Current population reports : Population 
characteristics : Series P-20 ; 301) 

@ltem 142-C 

pbk. 

1. Fertility, Human. I. O'Connell, Martin, joint author. 
Il. United States. Bureau of the Census. Ill. Title. IV. Se- 
ries: United States. Bureau of the Census. Current population 
reports : Population characteristics : Series P-20 ; 301. 


OCLC 2637467 


77-15992 
C 3.186:P-20/309 
United States. Bureau of the Census. 

Population characteristics. Washington, Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (Current population reports : Series P-20 ; no. 
309) 

$0.35 

Caption title: School enrollment, social and economic 
characteristics of students, October 1976 (advance report) 

Prior to January 1976 issues were classified C 56.218:P- 
20/(nos.) during the time Census Bureau was subordinate to 
Social and Economic Statistics Administration. 

@ltem 142-C 

S/N 003-001-905 14-1 

ISSN 0363-6836 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Students’ 
socio-economic status — United States — Statistics. I. Title. 
Il. Series: United States. Bureau of the Census. Current 
population reports : Series P-20 ; no. 309. 

HA195.A53 
312.9 
OCLC 1768314 





December 1977 


77-15993 
C 3.186:P-25/627/errata 


Felton, Gilbert R . 
Language minority, illiteracy, and voting data used in mak- 


ing determinations for the voting rights act amendments of 


1975 (Public law 94-73) : errata sheet / [prepared by Gilbert 
R. Felton ; Population Division] — Washington 
Commerce, Bureau of the Census, 1976. 

20233 

[1] p. ; 26 cm. — (Current population reports : Population 
estimates and projections : Series P-25 ; 627) 

@ltem 142-C 

pbk. 

1. Literacy tests (Election law)— United States — 
Statistics. I. United States. Bureau of the Census. II. Title. 
Ill. Series: United States. Bureau of the Census. Current 
population reports : Population estimates and projections : 
Series P-25 ; 627. 


OCLC 2310405 


77-15994 
C 3.186:P-26/76-19 
United States. Bureau of the Census. 

Federal-state cooperative program for population esti- 
mates. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 28 cm. (Current population reports : 
no. 76-19) 

$0.35 

Caption title: Estimates of the population of Maine coun- 
ties and metropolitan areas, July 1, 1975 (revised) and 1976 
(provisional ) 

Prior to January 1976 issues were classified C 56.218:P-26 


Series P-26 ; 


during the time the Census Bureau was subordinate to the 
Social and Economic StatisticsAdministration. 

@ltem 142-C 

S/N 003-001-91012-8 

Main series: United States. Bureau of the Census. Current 


population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Maine — Popu- 
lation — Statistics. I. Title. Il. Series: United States. Bu- 
reau of the Census. Current population reports : Series P-26 ; 
no. 76-19. 


OCLC 1586274 


77-15995 
C 3.186:P-26/76-26 
United States. Bureau of the Census. 

Federal-state cooperative program for population esti- 
mates. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 28 cm. (Current population reports : Series P-26 ; 
no. 76-26) 

$0.35 

Caption title: Estimates of the population of Montana 
counties and metropolitan areas, July 1, 1975 (revised) and 
1976 (provisional) 

Prior to January 1976 issues were classified C 56.218:P-26 
during the time Census Bureau was subordinate to Social and 
Economic Statistics Administration. 

@ltem 142-C 

S/N 003-001-91018-7 

Main series: United States. Bureau of the Census. Current 
population reports 


Dept. of 


1. United States — Population — Statistics. 2. Population 


forecasting — United States — Statistics. 3 Montana - 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
26 ; no. 76-26 


OCLC 1586274 


77-15996 
C 3.186:P-26/76-28 
United States. Bureau of the Census. 

Federal-state cooperative program for population estimates 
Washington, Dept. of Commerce, Bureau of the Census; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 28 cm. (Current population reports : 
no. 76-28) 

$0.35 

Caption title: Estimates of the population of Nevada coun- 
ties and metropolitan areas, July 1, 1975 (revised) and 1976 
(provisional ) 

Prior to January 1976 issues were classified C 56.218:P-26 
during the time the Census Bureau was subordinate to Social 
and Economic Statistics Administration. 

@item 142-C 

S/N 003-001-91020-9 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Nevada — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bu- 
reau of the Census. Current population reports : Series P-26 ; 
no. 76-28. 


Series P-26 ; 


OCLC 1586274 


77-15997 
C 3.186:P-26/76-49 
United States. Bureau of the Census. 

Federal-state cooperative program for population §esti- 
mates. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 26 cm. (Current population reports 
no. 76-49) 

$0.35 

Caption title: Estimates of the population of Wisconsin 
counties and metropolitian areas, July 1, 1975 (revised) and 
1976 (provisional) 

Prior to January 1976 issues were classified C 56.218:P-26 
during the time the Census Bureau was subordinate to Social 
and Economic Statistics Administration. 

@item 142-C 

S/N 003-001-91038-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Wisconsin — 
Population Statistics. I. Title. Il. Series: United States. Bu- 
reau of the Census. Current population reports : Series P-26 ; 
no. 76-49. 


: Series P-26 ; 


OCLC 1586274 
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Government Publications 


77-15998 
C 3.186:P-60/104 
United States. Bureau of the Census. 

Household money income in 1975 and selected social and 
economic characteristics of households. — [Washington] 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

ii, 94 p. ; 28 cm.— (Current population reports : Con- 
sumer income : Series P-60 ; no. 104) 

Cover title 

Prepared by Robert W. Cleveland and Gordon W. Green, 
Jr., Population Division. 

Issued Mar. 1977. 

Chiefly tables. 

Appendix: p. 69-89. 

@ltem 142-C 

S/N 003-001-90687-2 

pbk. : $2.00 

1. Income distribution — United States — Statistics. 2. 
Housing — United States — Statistics. I. Cleveland, Robert 
W IL Green, Gordon W IIL. Title. [V. Series: United 
States. Bureau of the Census. Current population reports : 
Consumer income : Series P-60 ; no. 104. 


OCLC 3290294 


77-15999 
C 3.191/2:976/1 
State tax collections. Washington, Dept. of Commerce, Bureau 
of the Census, Governments Division; for sale by Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 

26 cm. (Government finances ; GF76 no. 1) 

1965- 

1976. 

Vols. for 1971-74 were clasified C 56.209 during the time 
the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

Earlier vols. issued as a part of: United States. Bureau of 
the Census. State finances. 

@ltem 146-E 

ISSN 0095-4152 

Main series: United States. Bureau of the Census. Govern- 
ment finances 

1. Revenue — United States — States — Periodicals. 2. 
Taxation — United States — States — Periodicals. I. United 
States. Bureau of the Census. II. Series. 

HJ2385.U6a 
336.2/00973 
OCLC 1796771 


77-16000 
C 3.191/2:976/2 
Finances of employee-retirement systems of state and local 
governments. Washington, Dept. of Commerce, Bureau of 
the Census, Governments Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 


20233 

28 cm. (Government finances ; GF76 no. 2) 

1963/64- 

Chiefly tables. 

Report year ends June 30, 1976. 

Vols. for 1971-74 were classified C 56.209 during the time 
the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

Earlier vols. issued as a part of: United States. Bureau of 
the Census. Governmental finances in the United States. 

@ltem 146-E 

ISSN 0096-3224 

Main series: United States. Bureau of the Census. Govern- 
ment finances 

1. Civil service pensions— United States — States — 
Finance — Statistics. 2. Local officials and employees — 
United States — Pensions — Finance — Statistics. I. United 
States. Bureau of the Census. II. Series. 

JK2474.U5S3a 
353.9/3/5 
OCLC 1798446 


77-16001 


C 3.204:75-21 
C 3.204:74-21/change 


County business patterns. Maine. Washington, Dept. of Com- 


merce, Bureau of the Census, Economic Surveys Division; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$2.00 

1949- 

Cover title. 

Issued in cooperation with the Bureau of Old-Age and Sur- 
vivors Insurance, 1949-59; with the Social Security Adminis- 
tration, 1962- 

1975, 1974 change sheet. 

Vols. for 1971-73 were classified C 56.233: during the 
time the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 

“CBP-74-21, CBP-75-21.” 

@ltem 133-A-21 

S/N 003-024-01420-3 

Continues: Business establishments, employment and taxa- 
ble payrolls, by industry groups, under old-age and survivors 
insurance program. Maine 

1. United States — Industries. 2. Maine — Industries. I. 
United States. Bureau of the Census. 


OCLC 2475762 


77-16002 


C 3.205/3:4/no.2/version 1.3 


United States. Bureau of the Census. Computer Methods 


Laboratory. 

COCENTS : system reference manual / Computer Methods 
Laboratary, International Statistical Programs Center. — Ver- 
sion 1.3, May 1977[rev.] — Washington : Dept. of Com- 
merce, Bureau of the Census, International Statistical Pro- 
grams Center, Computer Methods Laboratory, 1977. 

20233 

378 p. in various pagings ; 28 cm. — (ISPC ; 4, no. 2) 

COBOL Census Tabulation System. 

Version 1.3 is reprinting of manual incorporating docu- 
mentation on all earlier revisions and all system changes and 
problems through and including COCENTS problem report 
(CPR) no. 18. 

@ltem 146-F 

pbk. 





December 1977 


1. COBOL (Computer program language) I. Title. 


OCLC 3256616 


77-16003 
C 3.215/9:C 25-75-13 
C 3.215/9:C 25-76-13 
Characteristics of new housing. Washington, Dept. of Com- 

merce, Bureau of the Census, Construction Statistics Divi- 
sion; for sale by Subscribers Services (Publications), Bureau 
of the Census. 

20233 

26-28 cm. (Construction reports ; C 
(Construction reports ; C 25-76-13) 

Monthly with annual report 

1975- 

Cover title. 

Vols. for 1975- issued jointly by the Bureau of the Census 
and the Dept. of Housing and Urban Development. 

1975 and 1976 annual reports. 

Chiefly tables. 

@ltem 104-A(Rev.) 

Main series: United States. Bureau of the Census. Con- 
struction reports 

Continues: Characteristics of new one-family homes 1968- 
1974 

1. Housing — United States — Statistics — Periodicals. I. 
United States. Bureau of the Census. II. United States. 
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OCLC 3222823 


77-16008 
C 13.10:425/v.2/errata 
Conference on Nuclear Cross Sections and Technology, 
Washington, D.C., 1975. 
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conference, Washington, D.C., March 3-7, 1975, errata / 
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Sandra L. Howe, editor ; Time and Frequency Division. — 
1976 ed. — [Washington : Dept. of Commerce, National Bu- 
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MFPG prevention of failures in coal conversion systems : 
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Shives and William A. Willard : Metallurgy Division, Institute 
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MFPG—engineering design : proceedings of the 25th meet- 
ing of the Mechanical Failures Prevention Group, held at the 
National Bureau of Standards, Gaitherburg, Maryland, 
November 3-5, 1976 / edited by T. R. Shives and W. A. Wil- 
lard ; Metallurgy Division, Institute for Materials Research. 
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dards, Institute for Materials Research, Metallurgy Division : 
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dictionary/directory systems / Hazel McEwen, Coordinator 
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gy. — Washington : Dept. of Commerce, National Bureau of 
Standards, Institute for Computer Sciences and Technology : 
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standard for the design of radiographic and fluoroscopic in- 
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Standard X-ray diffraction powder patterns : section 14—data 

for 68 substances / Marlene C. Morris ... [et al.] — Washing- 
ton : Dept. of Commerce, National Bureau of Standards, In- 
stitute for Materials Research : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977. 
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reau of Standards , Institute for Materials Research : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
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5-1000 W/ E. D. West, L. B. Schmidt ; Electromagnetics 
Division. — Washington : Dept. of Commerce, National Bu- 
reau of Standards, Institure for Basic Standards, Electromag- 
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dards, Institute for Basic Standards, 1976. 
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reau of Standards. Technical note ; 691. 
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Center) / H. J. Vander Molen and Henry M. Gerstenberg ; 
Nuclear Sciences Division. — Washington : Dept. of Com- 
merce, National Bureau of Standards, National Institute for 
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Supt. of Docs., U. S. Govt. Print. Off., 1976. 
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Nuclear Sciences Division. III. United States. National 
Science Foundation. IV. National Academy of Science, 
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tee on Nuclear Science. VI. Title. VII. Series: United 
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Bureau of Standards, Institute for Applied Technology, 
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Electromagnetic interactions from 5 to 500 MeV and 
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Washington : Dept. of Commerce, National Bureau of Stan- 
dards, Institute for Basic Standards : for sale by the Supt. of 
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dards. Ul. Title. Ul. Series: United States. National Bureau 
of Standards. Technical note ; 955. 


OCLC 3269105 


77-16026 
C 13.46:956 
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merce, National Bureau of Standards, Institute for Basic 
Standards, : for sale by the Supt. of Docs., U.S. Govt. Print. 
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Dressler, E T 

Threshold photo and electroproduction of pions from 
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dards, Institute for Basic Standards, : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977 
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and Statistics. Economic Evaluation Division. 

Glossary of air transportation terms definition of 
economic and statistical terms and phrases used in CAB re- 
ports, studies, and proceedings. — Ist ed. — Washington 
Civil Aeronautics Board, 1977. 

20428 

iv, 118 p. ; 27 cm. 

Issued Feb. 1977. 

@ltem 183 

pbk. 

1. Aeronautics, Commercial — United States — Terminolo- 
gy. I. Title. 


OCLC 3317809 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


77-16030 


C 46.2:0a 4/974 


United States. Economic Development Administration. 


EDA in Oakland : a 1974 update. — [Washington] : Dept. 
of Commerce, Economic Development Administration, 1974. 

20230 

v, 78 p. ; 26 cm. 

Prepared by William J. Tobin for Program Analysis Divi- 
sion, Economic Development Administration. 

July 1974. 

Includes appendices. 

Bibliography: p. 77-78. 





December 1977 


1. United States. Economic Development Administration 
— Appropriations and expenditures. 2. Federal aid to com- 
munity development — California — Oakland. I. Tobin, Wil- 
liam J Il. United States. Economic Development Adminis- 
tration. Progam Analysis Division. _ III. Title. 


OCLC 1670645 


77-16031 
C 46.2:P 96/10 
United States. Economic Development Administration. 
Planning target for applicants and areas under the Public 
works employment act of 1977 (PL 95-28) — [Washington] : 
Dept. of Commerce, Economic Development Administration, 
1977. 
20230 
[308] p. ; 20 x 26 cm. 
July 14, 1977. 
@ltem 130-D 
pbk. 
1. Employment stabilization — United States. 2. Govern- 
ment spending policy — United States. 3. Unemployed — 
United States. 4. United States — Public works. I. Title. 


OCLC 3295368 


77-16032 
C 46.2:T 53 
Jackson, Stephen T 
Evaluation of the administration of the Title X program / 
prepared by Stephen T. Jackson. — [Washington] : Dept. of 
Commerce, Economic Development Administration, Office 
of Administration and Program Analysis, Program Analysis 
Division, 1977. 
20230 
216 p. in various pagings : graph ; 27 cm. 
Apr. 1977. 
Includes bibliographies. 
Includes appendices. 
@ltem 130-D 
pbk. 
1. Employment stabilization — United States. 2. Unem- 
ployed — United States. 3. United States — Public works. 
4. Full employment policies. I. Title. 


OCLC 3289385 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


77-16033 
C 55.2:H 94/3/977 
United States. National Oceanic and Atmospheric Administra- 
tion. 

Some devastating North Atlantic hurricanes of the 20th 
century. — Revised 1977.— Washington ; Dept. of Com- 
merce, National Oceanic and Atmospheric Administration : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 


20402 

[12] p. : ill., maps ; 26 cm. 

NOAA/PA 70019. 

Cover title. 

“This is a selected list of North Atlantic hurricanes based 
on casualties, damage, and general public interest. Facts on 
each storm are taken from Weather Service records. Data 
given here pretain only to United States land area. 

@ltem 250-E-2 

S/N 003-017-00401-5 

pbk. : $0.80 

1. North Atlantic Ocean — Hurricane — History. 2. 
United States — Hurricane — History. I. Title. Il. Title: 
North Atlantic hurricanes of the 20th century. 


OCLC 3277494 


77-16034 
C 55.13:ERL 377-APCL 39/erratum 
Nickerson, Everett C . 

A three-dimensional simulation of winds and non- 
precipitating orographic clouds over Hawaii : erratum / 
Everett C. Nickerson, Elemer L. Magaziner. — [Boulder, 
Colo.] : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Environmental Research Labora- 
tories, [Atmospheric Physics and Chemistry Laboratory], 
1976. 

80302 

{1] p. ; 27 cm.— (NOAA technical report ; ERL 377- 
APCL 39) 

@ltem 208-B-7 

pbk. 

1. Atmospheric circulation — Hawaii — Mathematical 
models. 2. Rain and _ rainfall — Hawaii. I. Magaziner, 
Elemer L joint author. II. Atmospheric Physics and 
Chemistry Laboratory. III. Environmental Research Labora- 
tories. IV. Title. V. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA technical 
report ; ERL 377-APCL 39. 


OCLC 2748312 


77-16035 
C 55.22:2/v.8 
Miller, John F 

Precipitation-frequency atlas of the western United States / 
J.F. Miller, R.H. Frederick and R.J. Tracey. — Silver Spring, 
Md. : Dept. of Commerce, National Oceanic and Atmospher- 
ic Administration, National Weather Service ; Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1973. 

v. : maps, ; 40 x 55 cm. — (NOAA atlas ; 2, v.8) 

Prepared for Dept. of Agriculture, Soil Conservation Ser- 
vice, Engineering Division. 

Includes bibiliographies. 

Contents: v. 8. Arizona. 

@ltem 250-E-9 

S/N 003-017-00162-8 

pbk. : $8.35 

1. Precipitation (Meteorology) — The West — Frequencies 
— Atlases. I. Frederick, Ralph H, joint author. Il. Tracey, 
Robert J, joint author. III. United States. National Weather 
Service. IV. Title. V. Series: United States. National 
Oceanic and Atmospheric Administration. NOAA atlas ; 2, v. 
8. 


OCLC 1244185 





Government Publications 


77-16036 
C §5.35:77-1/v.1-3 
National Ocean Survey. 

Baseline report of environmental conditions in Deepwater 
Dumpsite 106. — Rockville, Md. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Survey, 1977. 

20852 

3 v. : ill, maps ; 27 cm.— (NOAA dumpsite evaluation 
report ; 77-1) 

Prepared by National Ocean Survey and National Marine 
Fisheries Service. 

June 1977. 

Includes bibliographies. 

Contents: v. 1. Physical characteristics.—v. 2. Biological 
characteristics.—v. 3. Contaminent inputs and chemical 
characteristics [and] Appendix. 

Results of three seasonal baseline investigations in and 
about Deepwater Dumpsite 106 (DWD-106), located ninety 
nautical miles east of Cape Hanlopen, Delaware, conducted 
in 21-month period from May 1974 to February 1976. 

@ltem 250-E-17 

pbk. 

1. Waste disposal in the ocean — Environmental aspects — 
North Atlantic Ocean. I. United States. National Marine 
Fisheries Service. Il. Title. Ill. Title: Deepwater Dumpsite 
106. IV. Series: United States. National Oceanic and At- 
mospheric Administration. NOAA dumpsite evaluation report 
> 77-1. 


OCLC 3279920 


NATIONAL WEATHER SERVICE 
Commerce Dept. 


Washington, DC 20235 


77-16037 
C 55.102:H 94/8 
United States. National Weather Service. 

When a hurricane threatens : safety precautions during the 
greatest storm on earth. — [Washington] : Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Weather Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1977] 

20402 

[16] p. : ill. ; 27 cm. — (NOAA/PA ; 76009) 

@ltem 275 

S/N 003-018-00073-3 

pbk. : $0.90 

1. Hurricanes — Safety measures. I. Title. 

OCLC 3290717 


ENVIRONMENTAL DATA SERVICE 
Commerce Dept. 
Washington, DC 20235 


77-16038 
C §5.220/3:975-2 
C 55.220/3:976 
IGY World Data Center A: Oceanography. 

Oceanographic data exchange. Washington, [Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data Service], World Data Center A: 
Oceanography. 


Page 20 


26 cm. 

1967- 

1975, 1976. 

Report also issued for Jan.-June called: Semiannual report 
of oceanographic data exchange. 

Annual. 

@ltem 834-N-2 

Continues: IGY World Data Center A: Oceanography. Re- 
port of oceanographic data exchange 

1. Exchange of oceanographic information. 
raphy — Statistics — Periodicals. I. Title. 


2. Oceanog- 


OCLC 1427301 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20230 


77-16039 
C 55.302:R 24 
Centaur Management Consultants. 

Economic activity associated with marine recreational fish- 
ing : final report. — Washington : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Marine Fisheries Service, 1977. 

20230 

xii, 206 p. : graphs ; 27 cm. 

Cover title. 

Prepared for National Marine Fisheries Service, National 
Oceanic and Atmospheric Administration, by Centaur 
Management Consultants, Inc., under contract no. 6-35195. 

June 1977. 

Includes bibliographies. 

@ltem 609-C-1 

pbk. 

1. Fishing — Economic aspects — United States. 2. Salt- 
water fishing — Economic aspects. I. United States. Na- 
tional Marine Fisheries Service. II. Title. 


OCLC 3279973 


77-16040 
C 5§5.309/2:6903 
Processed fishery products, annual summary. Washington, 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service. 
20235 
27 cm. (Current fisheries statistics ; no. 6903) 
“MF-4.” 
1975 
Chiefly tables. 
@ltem 610-A 
Main series: United States. National Marine Fisheries Ser- 
vice. Current fisheries statistics 
1. Fishery products— United States — Periodicals. I. 
United States. National Marine Fisheries Service. 


OCLC 3259889 


77-16041 
C §5.309/2:7210 
Massachusetts landings, annual summary. Washington, Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Services. 





December 1977 


20235 

27 cm. (Current fisheries statistics ; no. 7210) 

Vols. for 19 - issued by the service in cooperation with the 
Massachusetts Department of Fisheries, Division of Marine 
Fisheries. 

“NA-2.” 

1976. 

Tables. 

@ltem 610-A 

ISSN 0095-3334 

Main series: United States. National Marine Fisheries Ser- 
vice. Current fisheries statistics 

Related records: Massachusetts landings ISSN 0364-0485 

1. Fisheries — Massachusetts — Statistics — Periodicals. I. 
United States. National Marine Fisheries Service. II. Mas- 
sachusetts. Division of Marine Fisheries. 

SH11.M75a 
338.3/72/70920744 
OCLC 1796325 


77-16042 
C §5.309/2:7213/rev. 

New Jersey landings, annual summary. Washington, Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 7213) 

“NA-5” 

1976 revised. 

Tables. 

Vols. for 19- prepared in cooperation with the New Jersey 
Department of Environmental Protection, Division of Fish, 
Game and Shellfisheries. 

Main series: United States. National Marine Fisheries Ser- 
vice. Current fisheries statistics 

Related records: New Jersey landings ISSN 0364-0450 

1. Fisheries—New Jersey — Statistics — Periodicals. I. 
United States. National Marine Fisheries Service. II. New 
Jersey. Division of Fish, Game, and Shellfisheries. 


OCLC 3145722 


77-16043 
C §5.309/2:7217 
South Carolina landings, annual summary. Washington, Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 7217) 

Vols. for 19 - issued in cooperation with the South 
Carolina Wildlife and Marine Resources Department, Divi- 
sion of Marine Resources. 

1976 

“SA-4." 

Chiefly tables. 

Main series: United States. National Marine Fisheries Ser- 
vice. Current fisheries statistics 

Related records: South Carolina landings ISSN 0364-0183 

1. Fisheries — South Carolina — Statistics — Periodicals. 

I. United States. National Marine Fisheries Service. II. 
South Carolina. Division of Marine Resources. 


OCLC 3260002 


77-16044 
C $5.309/2:7218 
Georgia landings, annual summary. Washington, Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Marine Fisheries Service. 


20235 

27 cm. (Current fisheries statistics ; no. 7218) 

Vols. for 19 - issued in cooperation with the Georgia State 
Department of Natural Resources, Game and Fish Division. 

1976. 

“SA-5S.” 

Chiefly tables. 

Main series: United States. National Marine Fisheries Ser- 
vice. Current fisheries statistics 

Related records: Georgia landings ISSN 0364-0515 

1. Fisheries — Georgia — Statistics — Periodicals. I. 
United States. National Marine Fisheries Service. II. Geor- 
gia. Game and Fish Division. 


OCLC 3260032 


77-16045 


C §5.327:976-77 


United States. National Marine Fisheries Service. 


Administration of the Marine mammal protection act of 
1972. Washington, Dept. of Commerce, National Oceanic 
and Atmospheric Administration, National Marine Fisheries 
Service. 

20235 

27 cm. 

Cover title. 

Report year ends March 31, 1977. 

Includes bibliographical references. 

@ltem 616-H 

1. Marine mammals—Law and legislation — United 
States. I. Title. 


OCLC 3312671 


NATIONAL OCEAN SURVEY 
Commerce Dept. 
Washington, DC 20235 


77-16046 


C 55.402:An 21/978 


National Ocean Survey. Oceanographic Division. Predictions 


Branch. 

Supplemental tidal predictions Anchorage, Nikishka, Sel- 
dovia, and Valdex, Alaska, 1978. — Rockville, Md. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey, 1977. 

20852 

71 p. : map ; 26 cm. 

August 1977. 

Chiefly tables . 

@item 192 

pbk. 

1. Tides — Alaska. I. Title. 


OCLC 3269070 


77-16047 


C 55.422:5/10 


United States coast pilot 5: Atlantic coast, Gulf of Mexico, 


Puerto Rico, and Virgin Islands. Washington, Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Ocean Survey; for sale by the National Ocean Sur- 
vey and its sales agents. 





Government Publications 


maps 27 cm. (NOAA ST ; 77-2750) 

10th ed., 1977. 

Includes index. 

@ltem 204 

ISSN 0360-0149 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA ST 

Continues: United States. Coast and Geodetic Survey. 
United States coast pilot, Gulf coast, Puerto Rico, and Virgin 
Islands 

1. Pilot guides — Mexico, Gulf of. 2. Pilot guides — Puer- 
to Rico. 3. Pilot guides — Virgin Islands of the United 
States. I. National Ocean Survey. 
VK975.U65 
623.89/29/73 
OCLC 2243296 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 
Boulder, CO 80302 


20233 

26-28 cm. (Construction reports ; C50-73A) 

Quarterly with annual report 

1961- 

Vols. for 1961-74 have subtitle: Expenditures on re- 
sidential additions, alterations, maintenance and repairs, and 
replacements. 

1973 annual report, pt. 2: One housing unit owner occu- 
pied properties. 

Vols. for 1961-66, called C50-1-C50-11; vols. for 1967- 
called C50-67- 

Annual reports for 1963-73 issued in 2 pts. 

@ltem 140-A 

ISSN 0501-7645 

Main series: United States. Bureau of the Census. Con- 
struction reports 

1. Dwellings — Maintenance and repair — Statistics. 2. 
Housing — United States — Statistics. I. United States. Bu- 
reau of the Census. II. Series. 


OCLC 1768238 


77-16050 
77-16048 C 56.221:M 71 (AS)-7 
United States. Bureau of the Census. 


Annual survey of manufactures. Book value of fixed assets 


C 55.602:N 42 e 
Padan, John W 


New England offshore mining environmental study (Project 
NOMES) : final report / John W. Padan editor ; Pacific 
Marine Environmental Laboratory. — Boulder, Colo. : Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, Environmental Research Laboratories, 1977. 

80302 

xiv, 140 p. : ill., maps ; 27 cm. — (NOAA special report) 

Bibliography : p. 100-106. 

April 1977. 

@ltem 207-C-1 

pbk. 

1. Ocean mining — Environmental aspects — Atlantic 
Coast (United States) 2. Sand and gravel industry — En- 
vironmental aspects — Atlantic Coast (United States) 3. 
Marine sediments — Atlantic coast (United States) — Analy- 
sis. I. Environmental Research Laboratories. Il. Pacific 
Marine Environmental Laboratory. Ill. Title. IV. Title: 
Project NOMES. 


OCLC 3283843 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


77-16049 


C 56.211/7:C 50-73 A/pt.2 

Residential alterations and repairs. Washington, Dept. of Com- 
merce, Social and Economic Statistics Administration, Bu- 
reau of the Census ; for sale by the Subscriber Services Sec- 
tion (Publications), Bureau of the Census. 


and rental payments for buildings and equipment. Washing- 
ton, Dept. of Commerce, Social and Economics Statistics Ad- 
ministration, Bureau of the Census, Industry Division; for sale 
by Publications Distribution Section, Social and Economic 
Statistics Administration. 

20233 

26 cm. 

19 /1973. 

Cover title. 

““M71(AS)-7.” 

Chiefly tables. 

1971. 

No longer avialable for sale or distribution. 

Sbsorbed by: Annual survey of manufactures: expenditures 
for new plant and equipment and book value of fixed assets 
and rental payments for building and equipment. 

1. United States — Industries — Periodicals. 2. United 
States — Manufactures — Statistics — Periodicals. I. Title. 


OCLC 3313478 


77-1605 1 


C 56.242:61 


United States. Bureau of the Census. 


Spanish origin persons as a percent of total population by 
counties of the United States, 1970. Washington : Dept. of 
Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Gov't. Print. Off., 1975. 

20402 

col. map on sheet 72 x 103 cm. (United States maps, GE- 
50 ; 61) 

Scale: 1:5,000,000 

Prepared by Geography Division in cooperation with Popu- 
lation Division, Bureau of the Census, Social and Economic 
Statistics Administration, Department of Commerce. 

Population data from the 1970 census of population. 

Insets: [ Alaska, on reduced scale 
1:10,000,000 | —[ Hawaiian Islands] 

S/N 003-024-01003-8 

$0.70 





December 1977 


1. Building materials — Marketing. 2. Construction equip- 


1. Spanish-Americans in the United States— Maps. I. 
ment — Marketing. I. Title. 


Title. Il. Series: United States. Bureau of the Census. 
United States maps, GE-SO ; 61. 
OCLC 3295514 


OCLC 2859681 77-16055 


77-16052 C 57.119:In 2 
United States. Bureau of International Commerce. 


Indonesia : a survey of U.S. business opportunities. — 


C 56.242:66 
United States. Bureau of the Census. 


Owner occupied housing units as a percent of all occupied 
housing units by counties of the United States, 1970. 
Washington : Dept. of Commerce, Bureau of the Census : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [1976] 

20402 

col. map on sheet 72 x 103 cm. (United States maps, GE- 
50 ; 66) 

Scale 1:5,000,000 

Prepared by Geography Division in cooperation with Hous- 
ing Division, Bureau of the Census, Social and Economic 
Statistics Administration. 

Housing data from 1970 census of housing. 

Insets: [Alaska, on reduced scale 1:10,000,000]—[Hawiian 
Islands] 

S/N 003-024-01068-2 

$0.95 

1. Home ownership— Maps. 2. Dwellings — Maps. I. 
Title. II. Series: United States. Bureau of the Census. 
United States maps, GE-50 ; 66. 


OCLC 3288964 


INTERNATIONAL COMMERCE BUREAU 
Commerce Dept. 
Washington, DC 20230 


77-16053 


C 57.102:T 67/2 


United States. Bureau of International Commerce. 


U.S. trade center facilities abroad : your key to effective 
overseas marketing. — [Washington] : Dept. of Commerce, 
Domestic and International Business Administration, Bureau 
of International Commerce, 1977. 

20230 

44 p.: ill. ; 23 cm. 

Issued May 1977. 

@ltem 231-A 

pbk. 

1. Export marketing. 2. Foreign trade promotion — 
United States. I. Title. Il. Title: Trade center facilities 
abroad: U.S. 


OCLC 3290984 


77-16054 


C 57.109:B 86 
United States. Office of International Marketing. 

Building products and _ construction equipment. — 
[Washington] : Dept. of Commerce, Domestic and Interna- 
tional Business Administration, Bureau of International Com- 
merce, Office of International Marketing, 1977. 

20230 

v, 126 p. : graphs ; 26 cm. 

Global market survey. 

International marketing information series. 

Aug. 1977. 

@ltem 231-G-1 

pbk. 


[Washington] : Dept. of Commerce, Domestic and Interna- 
tional Business Administration, Bureau of International Com- 
merce : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1977. 

20402 

xi, 320 p. : ill. ; 27 cm. — (International marketing infor- 
mation series ) 

“* Country market sectoral survey” 

Issued May 1977. 

Bibliography: p. 294. 

@ltem 231-L 

S/N 003-009-00239-7 

pbk. : $4.75 

1. Marketing research—Indonesia. 2. Indonesia — 
Economic conditions. 3. Indonesia — Business. I. Title. 


OCLC 3290820 


NATIONAL FIRE PREVENTION AND 
CONTROL ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


77-16056 


C 58.2:F 51/2 


Bryan, John L 


National Fire Academy : a study of the relationship of the 
National Fire Academy to the fire-related education pro- 
grams in colleges and universities / by John L. Bryan. — 
[Washington] : Dept. of Commerce, National Fire-Prevention 
and Control Administration, National Fire Academy, 1977. 

20230 

x, 132 p. ; 28 cm. 

Contract no. 7-34429. 

Issued Feb. 28, 1977. 

Bibliography: p. 122-132. 

@ltem 216-A-1 

pbk. 

1. National Fire Academy. 2. Fire prevention — United 
States — Study and teaching. 3. Fire extinction — Study and 
teaching — United States. I. Title. 


OCLC 3290252 


77-16057 


C 58.2:P 56 


Development of a job-related physical performance examina- 


tion for fire fighters : a summary report to National Fire 
Safety and Research Office, National Fire Prevention and 
Control Administration, U.S. Department of Commerce : 
from University of Maryland, College, Md. / prepared by 
Charles O. Dotson ... [et at.] — [Washington] : Dept. of 
Commerce, National Fire Prevention and Control Adminis- 
tration, National Fire Safety and Research Office, [19777] 

20230 

[72] p. : ill. ; 28 cm. 

Includes bibliography: [p. 67-72] 

@ltem 216-A-1 

pbk. 





Government Publications 


1. Physical fitness — Testing. 2. Firemen — Physical train- 
ing. I. Dotson, Charles O Il. Maryland. University. Ill. 
United States. National Fire Safety and Control Administra- 
tion. 


OCLC 3290553 


77-16058 
C 58.2:P 56/2 
Gratz, David B 

Fire service physical fitness programs : a summary report 
to the National Fire Data Center, National Fire Prevention 
and Control Administration, U.S. Department of Commerce 
from International Association of Fire Chiefs Foundation, 
Washington, D.C. / prepared by David B. Gratz, Dennis H. 
McCune. — [Washington] Dept. of Commerce, National Fire 
Prevention and Control Administration, National Fire Center, 
1977. 

20230 

viii, 43 p. ; 28 cm. 

Issued Sept. 1977. 

Bibliography: p. 21-27. 

Includes appendices. 

@item 216-A-1 

pbk. 

1. Firemen — Physical training. 2. Physical fitness. I. 
McGune, Dennis H , joint author II. National Fire Data 
Center. Ill. International Association of Fire Chiefs Founda- 
tion. IV. Title. 


OCLC 3291040 


77-16059 
C 58.2:Sm 7/2 
United States. National Fire Prevention and Control Adminis- 
tration. Public Education Office. 

Smoke detector resource catalog. — Washington : Dept. of 
Commerce, National Fire Prevention and Control Adminis- 
tration, Public Education Office, 1977. 

20230 

39 p. ; 28 cm. 

Editors: Jestyn Portugill, Pamela Powell. 

Issued June 1977. 

@ltem 216-A-1 

pbk. 

1. Smokemeters — Catalogs. 
surement. I. Powell, Pamela Il. Portugill, Jestyn 


2. Air — Pollution — Mea- 
Ill. Title. 


OCLC 3295254 


77-16060 
C 58.2:Sm 7/3 
United States. National Fire Prevention and Control Adminis- 
tration. Public Education Office. 

Smoke detector technology. — Washington : Dept. of Com- 
merce, National Fire Prevention and Control Administration, 
Public Education Office, 1977. 

20230 

21 p. : ill. ; 28 cm. 

Co-editors: Pamela Powell, Jestyn Portugill. 

Issued July 1977. 

Technical support by National Bureau of Standards, Center 
for Fire Research. 

Includes bibliographical references. 

@ltem 216-A-1 

pbk. 


1. Smokemeters. 2. Air — Pollution — Measurement. I. 
Powell, Pamela Il. Portugill, Jestyn Ill. United States. 
Center for Fire Research. IV. Title. 


OCLC 3295240 


77-16061 
C 58.2:Sm 7/4 
United States. National Fire Prevention and Control Adminis- 
tration. Public Education Office. 

Smoke detectors : moving the public. — Washington 
Dept. of Commerce, National Fire Prevention and Control 
Administration, Public Education Office, 1977. 

20230 

30 p. ; 28 cm. 

Co-editors Pamela Powell, Jestyn Portugill. 

Issued June 1977. 

@ltem 216-A-1 

pbk. 

1. Smokemeters. 2. Community organization. 
programs (Education) I. Powell, Pamela Il. 
Jestyn Ill. Title. 


3. Media 
Portugill, 


OCLC 3290745 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


77-16062 
CR 1.2:D 45/24 
United States. Commission on Civil Rights. West Virginia Ad- 
visory Committee. 

School desegregation in Raleigh County, West Virginia : a 
report / prepared by the West Virginia Advisory Committee 
to the U.S. Commission on Civil Rights. — Washington : 
Commission on Civil Rights, 1977. 

20425 

ix, 18 p. ; 26 cm. 

Issued Aug. 1977. 

@ltem 288-A 

pbk. 

1. School integration — West Virginia — Raleigh County. 

. Title. 


OCLC 3247213 


77-16063 
CR 1.2:D 45/27 
United States. Commission on Civil Rights. Louisiana State Ad- 
visory Committee. 

School desegregation in Bogalusa, Louisian / a report 
prepared by the Louisiana Advisory Committee to the United 
States Commission on Civil Rights. — [Washington] : Com- 
mission on Civil Rights, [1977] 

20425 

ix, 69 p. : ill. ; 26 cm. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 288-A 

pbk. 

1. School integration — Louisiana — Bogalusa. I. Title. 


OCLC 3280137 





December 1977 


77-16064 
CR 1.2:D 46/28 
United States. Commission on Civil Rights. 

School desegregation in Portland, Oregon : a staff report of 
the U.S. Commission on Civil Rights. — [Washington] : Com- 
mission on Civil Rights, 1977. 

20425 

v, 18 p. ; 26cm. 

Issued Sept. 1977. 

Includes bibliographical references. 

@ltem 288-A 

pbk. 

1. School integration — Portland — Oregon. I. Title. 


OCLC 3295311 


77-16065 
CR 1.2:Un 2 
United States. Commission on Civil Rights. 

The unfinished business : twenty years later / submitted to 
the U.S. Commission on Civil Rights by its fifty-one State 
Advisory Committees. — [Washington] Commission on 
Civil Rights : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

v, 221 p. : graphs ; 26 cm. 

Issued Sept. 1977. 

@ltem 288-A 

S/N 005-000-00157-9 

pbk. : $4.00 

1. Civil rights — United States. I. Title. 

OCLC 3289885 


CIVIL SERVICE COMMISSION 


Washington, DC 20415 


77-16066 
CS 1.2:Au 8/2/977 
United States. Civil Service Commission. Bureau of Training. 
Training and education programs in automatic data 
processing (ADP). — Rev. 1977. — Washington : U.S. Civil 
Service Commission, Bureau of Training, 1977. 
20415 
29 p. : ill. ; 21 x 27 cm. 
At head of title: The ADP Management Training Center. 
@ltem 295 
pbk. 
1. Electronic data processing — Study and teaching. 2. 
Electronic data processing personnel, Training of. I. Title. 


OCLC 3318706 


77-16067 
CS 1.7/4:P 43/2 
United States. Civil Service Commission. Philadelphia Region. 
Personnel management for supervisors and managers : par- 
ticipant reference manual. — Philadelphia, Pa. : Civil Service 
Commission, Philadelphia Region, [1977?] 
19106 
Iv. : ill. ; 27 cm. 
Cover title. 
Loose-leaf for updating. 
pbk. 
1. Personnel management — United States. 
vice — United States. I. Title. 


2. Civil ser- 


OCLC 3312504 


77-16068 
CS 1.59:5/5 
United States. Civil Service Commission. 

On the Federal merit promotion policy. — Washington : 
Civil Service Commission, 1977. 

20415 

folder (8) ; 21 x 9 cm. — (FED facts ; 5) 

Issued June 1977. 

@ltem 293-A 

pbk. 

1. Civil service — United States. 2. United States — Offi- 
cials and employees — Appointment, qualifications, tenure, 
etc. I. Title. Il. Series: United States. Civil Service Com- 
mission. FED facts ; 5. 


OCLC 3319828 


77-16069 
CS 1.59:13/5 
United States. Civil Service Commission. 

On reductions in force in Federal agencies. — Washington : 
Civil Service Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977. 

20402 

8 p. ; 21 x 9 cm. — (FED facts ; 13) 

@ltem 293-A 

S/N 006-000-00944- 1 

pbk. : $0.35 

1. Civil service — United States. I. Title. II. Series: 
United States. Civil Service Commission. FED facts ; 13. 


OCLC 3265373 


77-16070 
CS 1.59:16/2 
United States. Civil Service Commission. 
On pay under the general schedule. — Washington : Civil 
Service Commission, 1977. 
20415 
8 p.: ill. ; 21 x 9 cm. — (FED facts ; 16) 
@ltem 293-A 
S/N 006-000-00942-5 
pbk. : $0.35 
1. United States — Officials and employees — Salaries, al- 
lowances, etc. I. Title. II. Series: United States. Civil Ser- 
vice Commission. FED facts ; 16. 


OCLC 3265437 


77-16071 
CS 1.61/3:85 
United States. Civil Service Commission. Library. 

Personnel management in State and local governments. — 
Washington : Civil Service Commission, Library : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

39 p. ; 27 cm. — (Personnel bibliography series ; no. 85) 

Cover title. 

@ltem 300-A-1 

S/N 006-000-0 1003-2 

pbk. : $1.60 

1. Local government — Personnel management. 2. State 
governments — Personnel management. I. Title. II. Series: 
United States. Civil Service Commission. Library. Personnel 
bibliography series ; no. 85. 


OCLC 3318471 





Government Publications 


77-16072 
CS 1.65/9:L 11/977-78 
United States. Civil Service Commission. Labor Relations 
Training Center. 

Labor relations training °77-’78.— [Washington] : Civil 
Service Commission, Bureau of Training, Labor Relations 
Training Center, [1977?] 

20415 

iii, 25 p. ; 27 cm. 

Cover title. 

“A catalog of training courses by the U.S. Civil Service 
Commission, Bureau of Training.” 

@item 291-G 

pbk. 

1. Personnel management — Study and teaching — United 
States. 2. Collective bargaining — Government employees 
— United States. I. Title. 


OCLC 3281079 


77-16073 
CS 1.65/10:978 
United States. Civil Service Commission. Personnel Manage- 
ment Training Center. 

Personnel Management Training Center course catalogue. 
Washington, Civil Service Commission, Bureau of Training, 
Personnel Management Training Center. 

20415 

27 cm. 

Cover title. 

Report covers fiscal year 1978. 

@ltem 291-F 

1. Civil service — United States. 2. Employees, Training 
of — United States. I. Title. 


OCLC 3319790 


77-16074 
CS 1.71/4:77-6 
Gavin, Anne T 

Guide to the development of written tests for selection and 
promotion : the content validity model / Anne T. Gavin. — 
Washington : Civil Service Commission, Personnel Research 
and Development Center, 1977. 

20415 

37 p. : ill. ; 27 cm. — (Technical memorandum - Civil Ser- 
vice Commission, Personnel Research and Development 
Center ; 77-6) 

On cover: Bureau of Policies and Standards. 

Issued June 1977. 

Bibliography: p. 32-33. 

@ltem 291-E 

pbk. 

1. Civil service — United States — Examinations. 2. 
United States — Officials and employees — Appointment, 
qualifications, tenure, etc. I. United States. Civil Service 
Commission. Personnel Research and Development Center. 
Il. Title. I. Series: United States. Civil Service Commis- 
sion. Personnel Research and Development Center. Techni- 
cal memorandum ; 77-6. 


OCLC 3319523 


DEFENSE DEPARTMENT 
Washington, DC 20301 


77-16075 


D 2.2:Un 3/977 


United States. Office of Information for the Armed Forces. 


CHAMPUS : a part of the uniformed services health 
benefits program : CHAMPUS, Civilian Health and Medical 
Program of the Uniformed Services. — [Washington] : Dept. 
of Defense, Office of Information for the Armed Forces, 
Armed Forces Information Service, 1977. 

20301 

10 p. : ill. ; 240 x 30 cm. fold. to 24 x 10.— (CHAMPUS 
; FS-1) ({Pamphlet] ; AFP 168-14) 

Cover title. 

“PHS-CCPM” 

@ltem 313 

pbk. 

1. CHAMPUS. 2. United States— Armed Forces — 
Medical care. I. Title. II. Title: CHAMPUS, Civilian 
Health and Medical Program of the Uniformed Services. _ III. 
Series: United States. Dept. of the Air Force. [Pamphlet] ; 
AFP 168-14. 


OCLC 3263064 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


77-16076 


D $.317:224(121)B-H 


Defense Mapping Agency. Hydrographic Center. 


Omega table : area 21, Victoria Land, pair B-H (Liberia- 
Japan). — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic Center : for sale by authorized Sales 
Agents of the Defense Mapping Agency, Hydrographic 
Center, 1977. 

20390 

xi, 66 p. : ill., maps ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 224(121)B-H) 

Cover title. 

Looseleaf for updating. 

DMA S/N OMPUB224121PRBH. 

@ltem 378-G 

pbk. 

1. Hyperbolic navigation. 2. Navigation — Victoria Land 
— Tables. I. Title. Il. Title: Area 21, Victoria Land, pair 
B-H (Liberia-Japan) : Omega table. III. Series: Defense 
Mapping Agency. Hydrographic Center. Publication ; 
224(121)B-H. 


OCLC 3277060 


77-16077 


D §.317:221(231) 


Defense Mapping Agency. Hydrographic Center. 


Loran-A table : Philippine Sea. — Washington : Dept. of 
Defense, Defense Mapping Agency, Hydrographic Center : 
for sale by authorized Sales Agents of the Defense Mapping 
Agency, Hydrographic Center, 1977. 
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20390 

xv, 48 p. : ill., maps ; 28 cm. — (Pub[lication] - Defense 
Mapping Agency, Hydrographic Center ; 221(231)) 

Cover title. 

Issued with perforations. 

“This 1977 edition of Pub. 221(231) replaces the 1964 
edition and contains recomputed values based on updated 
positions for the master and slave transmitters.” 

“Rate 2HS5” 

DMA S/N LAPUB221231 

[Item 378-F] 

@ltem 378-F 

pbk. 

1. Loran — Tables. 2. Electronics in navigation. I. Title. 
Il. Title: Philippine Sea : Loran-A table. III. Series: Defense 
Mapping Agency. Hydrographic Center. Publication ,; 
221(231) 


OCLC 3277467 


DEFENSE SUPPLY AGENCY 
Cameron Station 
Alexandria, VA 22314 


77-16078 
D 7.6/4:Ad 1/ch.5 
United States. Defense Logistics Services Center. 

Adapters - hoisting, aircraft jacking point, aircraft mooring, 
aircraft towing, and aircraft floor tie down / May 7, 1971. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A306) 

Loose-leaf for updating. 

Contents: Change 5, Nov. 26, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2117385 


77-16079 
D 7.6/4:An 1/rep./976/ch.1 
United States. Defense Logistics Services Center. 

Analyzers and testers, laboratory / Apr. 23, 1971. — 
Reprint, Apr. 2, 1976.— Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T398) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Dec. |, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2053830 


77-16080 
D 7.6/4:B 14/2/ch.3 
United States. Defense Logistics Services Center. 
Bags, envelopes, and shipping sacks / Nov. 27, 1970. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970- 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
Alll) 

Loose-leaf for updating. 

Contents: Change 3, Sept. 20, 1974. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2123266 


77-16081 
D 7.6/4:B 41/2/rep./977/errata 
United States. Defense Logistics Services Center. 

Belts, straps, and related items / May 14, 1971. — Reprint, 
July 8, 1977. — Battle Creek, Mich. : Dept. of Defense, 
Defense Supply Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; T184) 

Loose-leaf for updating. 

INTERIM. 

Contents: Errata, corrects Reprint interim dated July 
8,1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2459002 


77-16082 
D 7.6/4:B 64/rep./ch.2 
United States. Defense Logistics Services Center. 

Books, maps, and other publications / Feb. 13, 1970. — 
Reprint, June 21, 1974. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
TI10) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, May 16, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2084711 


77-16083 
D 7.6/4:B 83/2/ch.3 
United States. Defense Logistics Services Center. 

Brushes, cleaning and painting / May 14, 1971. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) DSLC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T194) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Sept. 27, 1974. 

pbk. 





Government Publications 


1. United States — Armed Forces — Supplies and stores — (Price upon application) DLSC-AP SA 1631, Federal 
Classification. I. Title. Il. Series. Center, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
OCLC 2056393 T190) 
ac apdl D 7.6/4:C 17/4/ch.4 INTERIM. + eae 
United States. Defense Logistics Services Center. oak. faate: Change 2, Feb. 25, 8977. 

Miscellaneous capacitors, resistors, and attenuators / Sept. 2 . al 
11, 1970. — Battle Creek, Mich. : Dept. of Defense, Defense PR ae ge ge hc vagy Suppias ant wanes 
Supply Agency, Defense Logistics Services Center, 1970- La : ‘ : 

(Price upon application) DLSC-AP SA _ 1631, Federal OCLC 2124181 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIG ; 77-16088 
T172) D 7.6/4:C 73/6/977-2 

Loose-leaf for updating. United States. Office of the Director of Defense Research and 

INTERIM. Engineering. 

Contents: Change 4, Dec. 24, 1976. DOD directory of contract administration services com- 

pbk. ponents. — Washington : Dept. of Defense, Office of the 

1. United States — Armed Forces — Supplies and stores — Director of Defense Research and Engineering, 1977. 
Classification. I. Title. Il. Series. 20301 

75 p. in various pagings : ill., map ; 25 cm. 
OCLC 3260252 Cover title. 
“DOD 4105.59-H” 


Tees Supersedes DOD 4105.59H, Jan. 1977. 
D 7.6/4:C 17/6/ch.2 Issued July 1977. 


United States. Defense Logistics Services Center. 
Capstans, hoists, winches, and windlasses / Apr. 9, 1971. — ae) 7 
acini. ollie tale wails ons hee ‘eg Supply 1. Defense contracts — United States — Directories. 2. 
(Price upon application) DLSC-AP SA 1631, Federal United States — Armed Forces — Procurement — Directories. 
I. Title. 
Center, 49016 
am 26 cm.— (Federal item identification guide FIIG ; OCLC 3263138 
Loose-leaf for updating. 77-16089 
Contents: Change 2, Apr. 11, 1975. D 7.6/4:C 75/4/rep./977 
pbk. United States. Defense Logistics Services Center. 
1. United States — Armed Forces — Supplies and stores — Conduit components / Feb. 19, 1971. — Reprint, Jan. 7, 
Classification. I. Title. Il. Series. 1977. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Supply Services Center, 1971- 
OCLC 3277100 (Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 


77-16086 a : 4 ; . . : ‘ 
D 7.6/4:C 17/973/ch.9 a3 : Taos ; 26 cm. (Federal item identification guide 


United States. Defense Logistics Services Center. : 
Capacitors, fixed / June 22, 1973. — Battle Creek, Mich. : a Gor equating. 


Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1973- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOIOA) 

Loose-leaf for updating. 

Contents: Change 9, Jan 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2124127 


77-16087 


D 7.6/4:C 24/2/rep./ch.2 
United States. Defense Logistics Services Center. 

Cartridge and propellant actuated devices and components 
/ Oct. 16, 1970. — Reprint, July 18, 1975. — Battle Creek, 
Mich. : Dept. of Defense, Defense Supply Agency, Defense 
Logistics Services Center, 1970- 


Replaces edition dated Feb 19, 1971, incorporates Change 
1-2, and includes current changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3269695 


77-16090 
D 7.6/4:C 76/4/rep./ch.3 
United States. Defense Logistics Services Center. 

Contact sets / Sept. 26, 1969. — Reprint, May 24, 1974. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1969- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
TOI1) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Dec. 10. 1976. 

pbk. 
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1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3253385 


77-16091 
D 7.6/4:C 76/11/ch.6 
United States. Defense Logistics Services Center. 

Converters, electrical, nonrotating / Apr. 9, 1971. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T320) 

Loose-leaf for updating. 

Contents: Change 6, Nov. 19, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3253076 


77-16092 
D 7.6/4:C 83/rep./ch.2 
United States. Defense Logistics Services Center. 
Covers and doors, access / July 26, 1968. — Reprint, Aug. 
1, 1975. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1968- 
(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
A057) 
Loose-leaf for updating. 
Contents: Change 2, May 27, 1977. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2092904 


77-16093 
D 7.6/4:C 83/5/rep. 
United States. Defense Logistics Services Center. 

Covers and pads, individual equipment / May 14, 1971. — 
Reprint, Mar. 19, 1976. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T193) 

Loose-leaf for updating. 

INTERIM. 

Replaces edition dated May 14, 1971, incorporates Change 
1, and includes current changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 2552076 


77-16094 
D 7.6/4:C 98/rep. 
United States. Defense Logistics Services Center. 

Cutting tools for machine tools / Mar. 26, 1971. — 
Reprint, June 21, 1974. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; TI71) 

Loose-leaf for updating. 

INTERIM. 

Replaces edition dated Mar. 26, 1971, 
Change 1-3, and includes current changes. 

@item 314-A 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


incorporates 


OCLC 2124978 


77-16095 
D 7.6/4:El 2/2/ch.6 
United States. Defense Logistics Services Center. 

Electrical fittings / Sept. 8, 1967. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1967- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A020) 

Loose-leaf for updating. 

Contents: Change 6, Mar. 18, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 2142412 


77-16096 
D 7.6/4:El 2/5/rep./ch.1 
United States. Defense Logistics Services Center. 

Electrical connector parts / May 29, 1970. — Reprint, 
Sept. 17, 1976. — Battle Creek, Mich. : Dept. of Defense, 
Defense Supply Agency, Defense Logistics Services Center, 
1970- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A101) 

Loose-leaf for updating. 

Contents: Change 1, Feb. 25, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 2067043 


77-16097 
D 7.6/4:El 2/14/rep./977/errata 
United States. Defense Logistics Services Center. 

Electrical rotating machinery / June 4, 1971. — Reprint, 
May 13, 1977.— Battle Creek, Mich. : Dept. of Defense, 
Defense Supply Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A271) 

Loose-leaf for updating. 

Contents: Errata, corrects Reprint dated May 13, 1977. 

pbk. 


1631, Federal 





Government Publications 


1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2084606 


77-16098 
D 7.6/4:En 3/rep./ch.3 
United States. Defense Logistics Services Center. 

Engine electrical system components / Sept. 18, 1970. — 
Reprint, May 30, 1975. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T130) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Dec. 31, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2067390 


77-16099 
D 7.6/4:F 21/rep./errata 
United States. Defense Logistics Services Center. 

Fans and impellers / Nov. 7, 1969. — Reprint, June 24, 
1977. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1969- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A087) 

Loose-leaf for updating. 

Contents: Errata, corrects Reprint dated June 24, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2803534 


77-16100 
D 7.6/4:F 26/977 
United States. Defense Logistics Services Center. 

Threaded fasteners / May 1, 1967. — Reprint, Nov. 11, 
1977. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1967- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. : diagrs. ; 26 cm.— (Federal item identification guide 
FIG ; AOO3A) 

Loose-leaf for updating. 

Supersedes FIIG A003. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2234800 


77-16101 
D 7.6/4:F 48/2/974/ch.2 
United States. Defense Logistics Services Center. 
Filters, electrical / Mar. 22, 1974. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1974- 


Page 30 


(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A047A) 

Loose-leaf for updating. 

Contents: Change 2, Dec. 10, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 


Classification. I. Title. Il. Series. 


OCLC 3086618 


77-16102 
D 7.6/4:F 98/2/974/ch.2 
United States. Defense Logistics Services Center. 

Fuseholders / July 19, 1974. — Battle Creek, Mich. : Dept. 
of Defense, Defense Supply Agency, Defense Logistics Ser- 
vices Center, 1974- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOI14A) 

Loose-leaf for updating. 

Contents: Change 2, Dec. 10, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 3280163 


77-16103 
D 7.6/4:G 26/ch.6 
United States. Defense Logistics Services Center. 

Gears and gear clusters / June 11, 1971. — Battle Creek, 
Mich. : Dept. of Defense, Defense Supply Agency, Defense 
Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; : ill. 26 cm. — (Federal item identification guide FIIG 
; A270) 

Loose-leaf for updating. 

Contents: Change 6, Dec. 10, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 2143938 


77-16104 
D 7.6/4:H 19/4/rep./ch.3 
United States. Defense Logistics Services Center. 

Hand tools, powered and non-powered / June 18, 1971. — 
Reprint, June 20, 1975. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 409016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T294) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Jan. 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3111654 
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77-16105 
D 7.6/4:H 22/4/rep./ch.3 
United States. Defense Logistics Services Center. 

Hardware - bands, straps, strapping, and components / 
Apr. 16, 1971.— Reprint, Aug. 15, 1975.— Battle Creek, ° 
Mich. : Dept. of Defense, Defense Supply Agency, Defense 
Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; 7372) 

Cover title. 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Nov. 26, 1976. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


Federal 


OCLC 2184089 


77-16106 
D 7.6/4:H 22/5/ch.4 
United States. Defense Logistics Services Center. 

Hardware, seats, shims, and spacers / May 14, 1971. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1971. 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
1377) 

Loose-leaf for updating. 

Contents: Change 4, Dec. 10, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2478647 


77-16107 
D 7.6/4:L 11/3/975/rep./ch.3 
United States. Defense Logistics Services Center. 

Laboratory equipment and supplies / Apr. 9 1971. — 
Reprint, Sept. 26, 1975.— Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016. 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T269) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Jan. 7, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


1631, Federal 


OCLC 2180624 


77-16108 
D 7.6/4:L 11/4/rep./ch.1 
United States. Defense Logistics Services Center. 

Laboratories and related apparatus / Apr. 30, 1971. — 
Reprint, Apr. 2, 1976.— Battie Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm. — 
T396) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Jan. 7, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


(Federal item identification guide FIIG ; 


OCLC 2076007 


77-16109 
D 7.6/4:L 11/5/977 
United States. Defense Logistics Services Center. 

Laboratory vessels, adapters, and connectors / Apr. 30, 
1971.— Reprint, Mar. 4, 1977.— Battle Creek, Mich. 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. : ill, diagrs. ; 
guide FIIG ; A242) 

Loose-leaf for updating. 

Replaces edition dated Apr. 30, 
T400— incorporates all changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


26 cm.— (Federal item identification 


1971—INTERM FIG 


OCLC 2076042 


77-16110 
D 7.6/4:L 62/ch.4 
United States. Defense Logistics Services Center. 

Lights / June 13, 1969. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1969- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm. — 
A065) 

Loose-leaf for updating. 

Contents: Change 4, Nov. 7, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


1631, Federal 


(Federal item identification guide FIIG ; 


OCLC 3260210 


77-16111 
D 7.6/4:M 41/5/rep./977 
United States. Defense Logistics Services Center. 

Material handling equipment, self-propelled and non-self- 
propelled / Apr. 30, 1971. — Reprint, Jan. 7, 1977. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T346) 

Loose-leaf for updating. 

INTERIM. 

Replaces Reprint edition dated Oct. 18, 1974, incorporates 
Change |, and includes current changes. 

pbk 


1631, Federal 





Government Publications 


1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2148837 


77-16112 
D 7.6/4:M 46/4/rep./977 
United States. Defense Logistics Services Center. 
Medical and dental assemblies, kits, sets, and units / June 
25, 1971. — Reprint, Jan. 7, 1977. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1971- 
(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 
v. : ill ; 26 cm. — (Federal item identification guide FIIG ; 
T107) 
Loose-leaf for updating. 
INTERIM. 
Replaces Reprint edition dated Dec. 19, 1975, and in- 
cludes current changes. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3276640 


77-16113 
D 7.6/4:M 56/3/ch.8 
United States. Defense Logistics Services Center. 
Metal bars, rods, wires, sheets, plates, and shapes / June 
11, 1971. — Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, 1971- 
(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
Al31) 
Loose-leaf for updating. 
Contents: Change 8, Mar. 8, 1977. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3280197 


77-16114 
D 7.6/4:P 38/rep./ch.1 
United States. Defense Logistics Services Center. 

Pens, pencils, ribbons, and inking pads / Mar. 5, 1971. — 
Reprint, Aug. 6, 1976. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T392) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Jan. 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2079560 


77-16115 
D 7.6/4:P 66/2/ch.1 
United States. Defense Logistics Services Center. 
Pipe and conduit, nonmetallic / Apr. 2, 1971. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 


Page 32 


(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T331) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, May 16, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2395099 


77-16116 


D 7.6/4:R 31/2/973/ch. 


United States. Defense Logistics Services Center. 


Resistors, variable / Sept. 21, 1973. — Battle Creek, Mich. 
: Dept. of Defense, Defense Supply Agency, Defense Lo- 
gistics Services Center, 1973- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A002A) 

Loose-leaf for updating. 

Contents: Change 6, Jan. 7, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2148438 


77-16117 


D 7.6/4:R 31/4/rep./ch.4 


United States. Defense Logistics Services Center. 


Miscellaneous retainers, hangers, and supports / Apr. 2, 
1971.— Reprint, May 16, 1975.— Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T319) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Dec. 31, 1976. 


1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2142755 


77-16118 


D 7.6/4:R 47/2/rep./ch.3 


United States. Defense Logistics Services Center. 


Rings-locking, pipe joint welding, and miscellaneous hard- 
ware / Oct. 16, 1970.— Reprint, Oct. 10, 1975. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T252) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Dec. 24, 1976. 

pbk. 





December 1977 


1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2092821 


77-16119 
D 7.6/4:R 64/rep./ch.1 
United States. Defense Logistics Services Center. 

Roller assembly, journal bearing / May 21, 1971.— 
Reprint, Mar. 29, 1974. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
TO83) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Sept. 27, 1974. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152010 


77-16120 
D 7.6/4:R 67/rep./ch.2 
United States. Defense Logistics Services Center. 

Roofing, siding, wallboard, building paper, and thermal in- 
sulation materials / May 1, 1971. — Reprint, May 2, 1975. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T230) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Dec. 19, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2078718 


77-16121 
D 7.6/4:R 74/ch.2 
United States. Defense Logistics Services Center. 

Rotary brushes and buffing wheels / Apr. 16, 1971. — Bat- 
tle Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A154) 

Loose-leaf for updating. 

Contents: Change 2, May 28, 1974. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2152039 


77-16122 
D 7.6/4:Se 7/rep./ch.1 
United States. Defense Logistics Services Center. 
Sets, kits, and outfits / Aug. 7, 1970. — Reprint, May 28, 
1976. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1970- 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A238) 

Loose-leaf for updating. 

Contents: Change |, Apr. 1, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152056 


77-16123 
D 7.6/4:Sh 1/3/ch.2 
United States. Defense Logistics Services Center. 

Shafts / June 18, 1971. — Battle Creek, Mich. : Dept. of 
Defense, Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) DLSC-AP SA 
Center, 49016 

v. ; : ill. 26 cm. — (Federal item identification guide FIIG 
; T246) 

Loose-leaf for updating. 

Contents: Change 2, Sept. 20, 1974. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


1631, Federal 


OCLC 2152120 


77-16124 
D 7.6/4:Sh 7/rep./ch.2 
United States. Defense Logistics Services Center. 
Shoe materials / June 5, 1970. — Reprint, June 5, 1970. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 


Agency, Defense Logistics Services Center, 1970- 


(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T188) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Jan. 7, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3257495 


77-16125 
D 7.6/4:Si 5/ch.4 
United States. Defense Logistics Services Center. 

Simulators / Nov. 14, 1969. — Battle Creek, Mich. : Dept. 
of Defense, Defense Supply Agency, Defense Logistics Ser- 
vices Center, 1969- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T222) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, May 16, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2234970 





Government Publications 


77-16126 
D 7.6/4:So 1/2/ch.6 
United States. Defense Logistics Services Center. 

Socket, plug-in electronic components / Aug. 28, 1970. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A023) 

Loose-leaf for updating. 

Contents: Change 6, Aug. 1, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2180216 


77-16127 
D 7.6/4:St 8/ch.6 
United States. Defense Logistics Services Center. 

Structural shapes, nonmetallic / Sept. 19, 1969. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1969- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIG ; 
Al45) 

Loose-leaf for updating. 

Contents: Change 6, Feb. 25, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2234773 


77-16128 
D 7.6/4:St 8/2/ch.4 
United States. Defense Logistics Services Center. 

Strainer elements / June 5, 1970. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A098) 

Loose-leaf for updating. 

Contents: Change 4, Nov. 28, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3276755 


77-16129 
D 7.6/4:St 9/ch.9 
United States. Defense Logistics Services Center. 

Stuffing tubes and components / June 21, 1968. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1968 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A049) 

Loose-leaf for updating. 

Contents: Change 9, Apr. 1, 1977. 

pbk. 


1. United States — Armed Forces — Supplies and Stores — 
Classification. I. Title. II. Series. 


OCLC 3277365 


77-16130 


D 7.6/4:Su 7/4/rep./975/ch.2 


United States. Defense Logistics Services Center. 


Surgical dressing / June 12, 1970.— Reprint, May 30, 
1975. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T006) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, May 30, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2094058 


77-16131 


D 7.6/4:Sw 6/4/974/ch.3 


United States. Defense Logistics Services Center. 


Switch, sensing / Aug. 14, 1970. — Reprint, Feb. 15, 1974. 
— Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A048A) 

Loose-leaf for updating. 

Contents: Change 3, July 18, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2535629 


77-16132 


D 7.6/4:T 11/rep./976/ch.1 


United States. Defense Logistics Services Center. 


Tableware / Aug. 28, 1970. — Reprint, Aug. 6, 1976. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T106) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Jan. 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2152244 


77-16133 


D 7.6/4:T 26/rep./976/ch.1 


United States. Defense Logistics Services Center. 


Tents and tarpaulins / July 24, 1970. — Reprint, Mar. 19, 
1976. — Battle Creek, Mich. : Dept. of Defense, Defense 
Supply Agency, Defense Logistics Services Center, 1970- 





December 1977 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T1S2) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Jan. 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2087794 


77-16134 
D 7.6/4:T 27/973/ch.5 
United States. Defense Logistics Services Center. 

Terminal boards, Aug. 17, 1973. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1973- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOIIA) 

Loose-leaf for updating. 

Contents: Change 5, Dec. 10, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152337 


77-16135 
D 7.6/4:T 28/3/rep./ch.4 
United States. Defense Logistics Services Center. 

Test sets / Sept. 11, 1970. — Reprint, June 6, 1974. — Bat- 
tle Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T228) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Dec. 3, 1976. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2087773 


77-16136 
D 7.6/4:T 41/ch.8 
United States. Defense Logistics Services Center. 

Threaded studs : Sept. 6, 1968. — Battle Creek, Mich. : 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1968- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOS1) 

Loose-leaf for updating. 

Contents: Change 8, Nov. 28, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3276722 


77-16137 


D 7.6/4:V 53/2/ch.3 


United States. Defense Logistics Services Center. 


Vehicular cab, body, frame, and miscellaneous structural 
components / Apr. 16, 1971. — Battle Creek, Mich. : Dept. 
of Defense, Defense Supply Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T305) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, May 16, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2547630 


77-16138 


D 7.6/4:W 23/rep./ch.4 


United States. Defense Logistics Services Center. 


Warheads, rockets, launchers and components / Apr. 9, 
1971. — Reprint, May 30, 1975.— Battle Creek, Mich. 
Dept. of Defense, Defense Supply Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T357) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Jan. 7, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2551771 


77-16139 
D 7.6/4:W 92/ch.2 
United States. Defense Logistics Services Center. 

Wrapping and packaging machinery / July 24, 1970. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T167) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Aug. 23, 1974. 

pbk. 

1. United States — Armed Forces — Supplies and Stores — 
Classification. I. Title. Il. Series. 


OCLC 3277376 


77-16140 
D 7.6/4:W 92/ch.3 
United States. Defense Logistics Services Center. 
Wrapping and packaging machinery / July 24, 1970. — 
Battle Creek, Mich. : Dept. of Defense, Defense Supply 
Agency, Defense Logistics Services Center, 1970- 





Government Publications 


(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T167) 

Loose-leaf for updating. 

INTERIM 

Contents: Change 3, May 30, 1975. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3276745 


77-16141 
D 7.6/4:X 1/rep./ch.2 
United States. Defense Logistics Services Center. 

X-ray equipment and supplies, medical, dental, and veteri- 
nary / June 25, 1971. — Reprint, Aug. 20, 1976. — Battle 
Creek, Mich. : Dept. of Defense, Defense Supply Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA 1631, Federal 
Center, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; T140) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Jan. 21, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2152658 


77-16142 
D 7.6/8:4215.2/4 
United States. Defense Logistics Agency. 

Operations manual for storage/maintenance of defense in- 
dustrial plant equipment. — Alexandria, Va. : Dept. of 
Defense, Defense Logistics Agency, 1977. 

22314 

101 p. in various pagings : ill. ; 26 cm.— (DLAM ; 
4215.2) 

Supersedes DLAM 4215.2, 19 Nov. 73, Changes | thru 6, 
and DLA-O Letters Number 76-10 and 76-11. 

Issued July 1977. 

@ltem 314-A 

pbk. 

1. Industrial equipment — Maintenance and repair. 2. En- 
gineering inspection. 3. Factory management. I. Title. II. 
Series: United States. Defense Logistics Agency. DLAM ; 
4215.2 


OCLC 3263232 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20301 


77-16143 
D 101.2:Ac 7/2/v.1-2 
United States. Army Materiel Acquisition Review Committee. 
Report of the Army Materiel Acquisition Review Commit- 
tee (AMARC). — [Washington : Dept. of Defense, Dept. of 
the Army, 1974]. 


20310 

2 v. : il. ; 26 cm. 

Cover title. 

Issued Apr. 1, 1974. 

Contents: v. 1. Precis.—v. 2. Committee reports. 
pbk. 

1. United States. Army — Procurement. _I. Title. 


OCLC 3283261 


77-16144 


D 101.20:9-55 D 3 


United States. Dept. of the Army. 


Soldier’s manual : explosive ordnance disposal specialist. — 
[Washington : Dept. of Defense, Dept. of the Army : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977] 

20402 

54 p. in various pagings : ill. ; 26 cm. — (Field manual ; 
FM 9-55D3) 

Cover title. 

Prepared by the U.S. Army Missile and Munitions Center 
and School, Redstone Arsenal, Alabama. 

Issued May 1977. 

@ltem 324 

S/N 008-020-00632-7 

pbk. : $1.30 

1. United States. Army — Ordnance and ordnance stores — 
Inspection. 2. Explosive ordnance disposal. 3. Explosives, 
Military — Safety regulations. I. United States. Army Missile 
and Munitions Center and School, Redstone Arsenal, Ala. 
Il. Title. Il. Title: Explosive ordnance disposal specialist : 
soldier’s manual. 


OCLC 3267031 


77-16145 


D 101.20:24-26 


United States. Dept. of the Army. 


Tactical automatic switching. — [Washington : 
Defense, Dept. of the Army, 1977]. 

U.S. Army Adjutant General, Publications Center, 2800 
Eastern Boulevard, Baltimore, Md. 21220. 

173 p. in various pagings : ill. ; 27 cm. — (Field manual ; 
FM 24-26) 

Cover title. 

Issued April 1977. 

@ltem 324 


Dept. of 


pbk. 

1. Telephone switching systems, Electronic. 2. Telephone 
stations — Management. 3. Switching circuits. I. United 
States. Army Signal School, Fort Gordon, Ga. II. Title. 


OCLC 3276502 
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D 101.20:30-476 


United States. Dept. of the Army. 


Radio direction finding. — [Washington : Dept. of Defense, 
Dept. of the Army, 1977] 
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U.S. Army Adjutant General Publications Center, 2800 
Eastern Boulevard, Baltimore, Md. 21220 

217 p. in various pagings : ill. ; 26 cm. — (Field manual ; 
FM 30-476) 

Cover title. 

Supersedes TM 32-476, 25 April 1972. 

Prepared by the U.S. Army Intelligence School, Fort 
Devans, Mass. 

Issued April 1977. 

@ltem 324 

pbk. 

1. Radio direction finders. 2. Radio waves — Polarization. 
3. Navigation (Aeronautics) I. United States. Army Intel- 
ligence School, Fort Devens, Mass. II. Title. 


OCLC 3256659 


77-16147 
D 101.20:38-741 
United States. Dept. of the Army. 
Direct support unit (DSU) storage operations. — 
[Washington : Dept. of Defense, Dept. of the Army, 1977] 
U.S. Army Adjutant General Publications Center, 2800 
Eastern Boulevard, Baltimore, Md. 21220 
116 p. in various pagings : ill. ; 26 cm. — (Field manual ; 
FM 38-741) 
Cover title. 
Supersedes TM 38-741, 30 August 1974. 
Issued June 1977. 
@ltem 324 
pbk. 
1. Military supplies — Storage. 2. Materials management. 
3. United States — Armed Forces — Supplies and stores — 
Quality control. I. United States. Army Quartermaster 
School, Fort Lee, Va. _ II. Title. 


OCLC 3268517 


77-16148 
D 101.20:44-16 D/CM 
United States. Dept. of the Army. 
Commander’s manual Hawk missile crewman. — 
Washington : Dept. of Defense, Dept. of the Army, 1977. 
20301 
66 p. in various pagings : ill. ; 26 cm.— (Field manual ; 
FM 44-16 D/CM) 
Cover title. 
Includes appendix. 
Issued April 1977. 
@ltem 324 
bpk. 
1. United States. Army — Officers’ handbooks. 2. Hawk 
(Missle) — Handbooks, manuals, etc. I. Title. Il. Title: 
Hawk missile crewman : commander's manual. 


OCLC 3263322 


77-16149 
D 101.20:55-64 C/CM 
United States. Dept. of the Army. 
Commander's manual motor transport operator. — 
[Washington : Dept. of Defense, Dept. of the Army : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977] 


20402 

26 p. in various pagings : ill. ; 25 cm.— (Field manual ; 
FM 55-64C/CM) 

Cover title. 

Prepared by the U.S. Army Transportation School, Fort 
Eustis, Va. 

Issued July 1977. 

@ltem 324 

S/N 008-020-00643-2 

pbk. : $1.15 

1. United States. Army — Officers’ handbooks. 2. Motor 
vehicle driving. 3. Motor-trucks — Maintenance and repair. 
I. United States. Army Transportation School, Fort Eustis, 
Va. Il. Title. Ill. Title: Motor transport operator : com- 
mander’s manual. 


OCLC 3268418 


77-16150 


D 101.20:55-64 C1/2/3 
United States. Dept. of the Army. 

Soldier’s manual : motor transport operator, skill levels 
1/2/3. — [Washington : Dept. of Defense, Dept. of the Army 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977] 

20402 

168 p. in various pagings : ill. ; 25 cm. — (Field manual ; 
FM 55-64 C1/2/3) 

Cover title. 

Prepared by the U.S. Army Transportation School, Fort 
Eustis, Va. 

Issued July 1977. 

@ltem 324 

S/N 008-020-00638-6 

pbk. : $2.85 

1. United States. Army — Transportation. 2. Motor vehi- 
cle driving. 3. Motor-trucks — Maintenance and repair. I. 
United States. Army Transportation School, Fort Eustis, Va. 
Il. Title. Il. Title: Motor transport operator, skill levels 
1/2/3 : soldier’s manual. 


OCLC 3268467 


77-16151 
D 101.20:55-64 C4 
United States. Dept. of the Army. 

Soldier’s manual : motor transport operator, skill level 4. 
— [Washington : Dept. of Defense, Dept. of the Army : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977]. 

20402 

58 p. in various pagings : 
FM 55-64- C4) 

Cover title. 

Prepared by the U.S. Army Transportation School, Fort 
Eustis, Va. 

Issued July 1977. 

@ltem 324 

S/N 008-020-00644- 1 

pbk. : $2.05 

1. United States. Army — Transportation. 2. Motor vehi- 
cles driving. 3. Motor-trucks — Maintenance and repair. I. 
United States. Army Transportation School, Fort Eustis, Va. 
Il. Title. III. Title: Motor transport operator, skill level 4 : 
soldier’s manual. 


ill. ; 26 cm. — (Field manual : 


OCLC 3276998 





Government Publications 


77-16152 
D 101.22:210-1/30 
United States. Dept. of the Army. 
United States Army installations and major activities. — 
Washington : Dept. of Defense, Dept. of the Army, 1954- 
v ; 28 cm. — (DA pam 210; 1) 
Cover title. 
Item 327 (Rev. 1969) 
Supersedes DA Pam 210-1 dated Apr. 1, 1976, including 
all changes. 
Loose-leaf for updating. 
Issued Apr. 1977. 
@ltem 327-E (Rev. 1969) 
1. United States. Army. 2. Military bases, American — 
Directories. I. Title. Il. Series: United States. Dept. of the 
Army. DA pam 210; 1. 


OCLC 2282321 


77-16153 
D 101.22:600-8-4/2 
United States. Dept. of the Army. 

SIDPERS user manual : standard installation/division per- 
sonnel system. — [Washington : Dept. of Defense], Dept. of 
the Army, Headquarters, 1977. 

20301 

349 p. in various pagings : ill. ; 28 cm. — (DA pam 600 ; 
8-4) 

Cover title. 

Supersedes DA Pam 600-8-4, Dec. 15, 1976. 

Looseleaf for updating. 

Issued Aug. 1977. 

Contents: v. 4. Supporting files, records keeping, and re- 
porting. 

@ltem 327-E 

pbk. 

1. United States. Army — Records and correspondence. I. 
Title. Ul. Title: Supporting files, records keeping, and report- 
ing. Ill. Series: United States. Dept. of the Army. DA Pam 
600 ; 8-4. 


OCLC 3283472 


77-16154 
D 101.22:621-89 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of radio and television repairer. — Washington : 
Dept. of Defense, Dept. of the Army, Headquarters, 1977. 

20301 

9 p. in various pagings ; 28 cm. — (DA pam 621 ; 89) 

Cover title. 

Issued Aug. 1977. 

Includes appendices. 

@ltem 327-E 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Apprentices — United States — Handbooks, manuals, etc. 3. 
Radio — United States — Handbooks, manuals, etc. 4. Tel- 
vision — United States — Handbooks, manuals, etc. I. Title. 
ll. Series: United States. Dept. of the Army. DA pam 621 ; 
89. 


OCLC 3263185 


77-16155 
D 101.24:38-2-1 
United States. Dept. of the Army. 

Class IX (repair parts) supply system, supply operating 
procedures using unit procedures. — [Washington] : Dept. of 
Defense, Dept. of the Army, Headquarters, 1971. 

99 p. in various pagings : ill. ; 26 cm. — (Training circular 
- Dept. of the Army ; TC 38-2-1) 

Cover title. 

At head of title: Division logistics system (DLOGS) 

Issued Oct. 15, 1975. 

Replaces issue dated Mar. 1971, and includes current 
pages from Changes 1-9. 

pbk. 

1. United States. Army — Supplies and stores. I. Title. 
Il. Series: United States. Dept. of the Army. Training circular 
- Dept. of the Army ; TC 38-2-1. 


OCLC 3285400 


77-16156 
D 101.82:El 2/v.3 
United States. Dept. of the Army. 

Final environmental impact statement : formation of U.S. 
Army Electronics Research and Development Command. — 
[Washington : Dept. of Defense, Dept. of the Army], 1976. 

20301 

v. : ill. ; 27 cm. 

Issued August 1976. 

Contents: v. 3. Responses to draft ELS and transcript of 
public hearings. 

pbk. 

1. United States. Army Electronics Research and Develop- 
ment Command. 2. Environmental impact statements. I. 
Title. Ul. Title: Formation of U.S. Army Electronics 
Research and Development Command. 


OCLC 3283814 


ENGINEERS CORPS 


Orders or requests for publications listed below which are not 
sold by the Supt. of Docs. should be sent to the preparing and 
issuing office indicated. Address requests to the U.S. Army 
Corps of Engineers and add the City and State shown. Publica- 
tions shown as initiated and issued by the Chief of Engineers 
should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


77-16157 
D 103.2:D 18/v.1- 
United States. Army. Corps of Engineers. 

National program of inspection of dams. — Washington : 
[Dept. of Defense], Dept. of the Army, Office of the Chief of 
Engineers, 1975- 

20314 

v. : ill. ; 28 cm. 

Cover title. 

Looseleaf for updating. 

Issued May 1975. 

Contents: v.1. [No. distinctive title. ] 

pbk. 

1. Dams — United States. I. Title. 


OCLC 3283490 
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77-16158 
D 103.6/5:C 76 
Construction Engineering Research Laboratory. 

Construction equipment cost guide / prepared by the De- 
partment of the Army, Construction Engineering Research 
Laboratory. — [Champaign, Ill. : Dept. of Defense], Dept. of 
the Army, [Corps of Engineers], Construction Engineering 
Research Laboratory, 1975. 

P.O. Box 4005, 61820 

iv, 99 p. : ill. ; 27 cm. 

Issued Sept. 1975. 

pbk. 

1. Construction equipment — Costs. I. Title. 


OCLC 3280140 


77-16159 
D 103.24/2:C-76-2 
Husbands, Tony Brooks. 

Laboratory and field evaluation of polymeric cavitation 
erosion-resistant materials on concrete / Tony B. Husbands, 
Leonard Pepper. — Vicksburg, Miss. Dept. of Defense, 
Army, Corps of engineers, Waterways Experiment Station, 
Concrete Laboratory, 1976. 

39180 

50 p. in various pagings : ill. ; 27 cm. — (Technical report 
- Engineer Waterways Experiment Station; C-76-2) 

Cover title. 

Prepared for Office, Chief of Engineers, U.S. Army. 

Final report, issued Aug. 1976. 

Bibliography: p. 40-41. 

pbk 

1. Cavitation. 2. Concrete coatings. 3. Erosion. 4. 
Rubber, Artificial. 5. Protective coatings. I. Pepper, 
Leonard, joint author. II. United States. Waterways Experi- 
ment Station, Vicksburg, Miss. Concrete Laboratory. _ III. 
Title. IV. Series: United States. Waterways Experiment Sta- 
tion, Vicksburg, Miss. Technical report ; C-76-2. 


TA7.W34 no.C-76-2 
OCLC 2476771 


77-16160 
D 103.24/2:H-76-21 
Dortch, Mark S 

Center sluice investigation, Libby Dam, Kootenai River, 
Montana hydraulic model investigation / by Mark S. 
Dortch. — Vicksburg, Miss. : Dept. of Defense, Army, Corps 
of Engineers, Waterways Experiment Station, Hydraulics 
Laboratory, 1976. 

39180 

22, [23] p., 14 plates : ill. ; map ; 27 cm. — (Technical re- 
port - Waterways Experiment Station ; H-76-21) 

Cover title. 

Prepared for U.S. Army Engineer District, Seattle. 

Final report, issued Dec. 1976. 

Includes bibliogaphical references. 

pbk. 

1. Sluices. 2. Hydraulic models. 3. Libby Dam, Mont. 
I. United States. Waterways Experiment Station, Vicksburg, 
Miss. Hydraulics Laboratory. II. United States. Army. Corps 
of Engineers. Seattle District. III. Title. IV. Title: Hydrau- 
lic model investigation. V. Series: United States. Waterways 
Experiment Station, Vicksburg, Miss. Technical report ; H- 
76-21. 


TA7.W34 no. H-76-21 
OCLC 2762805 


77-16161 


D 103.24/9:N-75-1 


Collins, Jon D 


System survivability analysis : final report / by Jon D. Col- 
lins ; J. H. Wiggins Company. — Vicksburg, Miss. : Dept. of 
Defense, Dept. of the Army, Corps of Engineers, Waterways 
Experiment Station, Weapons Effects Laboratory, 1975. 

P.O. Box 631, 39180 

iv, 71 p. : ill. ; 27 cm.— (Contract report - Waterways 
Experiment Station ; N-75-1) 

Cover title. 

Prepared under contract no. DACA 39-75-M-0295. 

Final report, issued October 1975. 

Bibliography: p. 69-71. 

pbk. 

1. Blast effect. 2. Nuclear explosions. 3. Reliability 
(Engineering). I. Wiggins (J. H.) Company. II. United 
States. Waterways Experiment Station, Vicksburg, Miss. _ III. 
Title. IV. Series: United States. Waterways Experiment Sta- 
tion, Vicksburg, Miss. Contract report ; Waterways Experi- 
ment Station ; N-75-1. 


OCLC 3237519 


77-16162 


D 103.24/9:S-76-15/v.1 


Witczak, Matthew W 


Pavement performance models / by Matthew W. Witczak. 
— Vicksburg, Miss. : [Dept. of Defense, Dept. of the Army], 
Corps of Engineers, Waterways Experiment Station, Soils and 
Pavements Laboratory, 1976- 

P.O. Box 631, 39180 

v. : ill. ; 27 cm.— (Contract report - Waterways Experi- 
ment Station ; S-76-15) 

Cover title. 

Final report, issued Aug. 1976. 

Prepared for Office, Chief Engineers, U.S. Army, Washing- 
ton, D.C. and Federal Aviation Administration, Washington, 
D.C. under FAA DOT-FA73WAI-377. 

Also published as Federal Aviation Administration report 
FAA-RD-75-227-L. 

Includes bibliographical references. 

Contents: v.1. Repeated load fracture of pavement systems. 

pbk. 

1. Pavements — Mathematical models. 2. Pavements — 
Live loads. I. United States. Waterways Experiment Station, 
Vicksburg, Miss. Soils and Pavements Laboratory. II. 
United States. Federal Aviation Administration. III. Title 
IV. Series: United States. Waterways Experiment Station, 
Vicksburg, Miss. Contract report ; Waterways Experiment 
Station ; S-76-15. 


OCLC 3237475 


77-16163 


D 103.33/12:77-2 


Arcone, Steven A 


A computer program to determine the resistance of long 
wires and rods to nonhomogeneous ground / Steven A. Ar- 
cone. — Hanover, N.H. : [Dept. of Defense], Dept. of the 
Army, Corps of Engineers, Cold Regions Research and En- 
gineering Laboratory, 1977. 

03755 

iv, 16 p. ; 27 cm. — (CRREL report ; no. 77-2) 

Prepared for Directorate of Facilities Engineering, Office, 
Chief of Engineers. 

Issued Jan. 1977. 

Bibliography: p. 6-7. 

pbk. 





Government Publications 


1. Electric currents— Grounding. 2. Electrodes. 3. 
Electric resistance. I. United States. Army Cold Regions 
Research and Engineering Laboratory, Hanover, N.H. Il. 
Title. 


OCLC 2847941 


77-16164 
D 103.47:W 27/7 
United States. Army. Corps of Engineers. Huntington District. 

Flood plain information : Ohio River, Washington County, 
Ohio / by Department of the Army, Huntington District, 
Corps of Engineers, Huntington, West Virginia ; prepared for 
the State of Ohio, Department of Natural Resources. — 
Huntington, W. Va. : [Dept. of Defense], Dept. of the Army, 
Corps of Engineers, Huntington District, 1974. 

Washington County Comissioners’ Office, Marietta, Ohio 

iv, 32 p., 20 fold. leaves of plates : ill. ; 27 cm. 

Cover title. 

Issued November 1974. 

pbk. 

1. Flood control — Ohio — Washington County. 2. Flood- 
plains — Ohio — Washington County. 3. Floods — Ohio — 
Washington County. 4. Ohio River watershed. I. Title. Il. 
Title: Ohio River, Washington County, Ohio: flood plain in- 
formation. 


OCLC 3237548 


77-16165 
D 103.53:E-86 
Construction Engineering Research Laboratory. 

Environmental impact computer system, attribute descrip- 
tor package : reference document. — Champaign, Ill. : [Dept. 
of Defense, Dept. of the Army, Corps of Engineers], Con- 
struction Engineering Research Laboratory ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1976. 

22161 

xxx, 767 p. ; 27 cm.— (Technical report - Construction 
Engineering Research Laboratory ; E-86) 

Cover title. 

Issued April 1976. 

Includes bibliographical references. 

pbk. 

1. Environmental engineering — Computer programs. 2. 
Environmental impact statements. 3. Information storage 
and retrieval systems. I. Series: Construction Engineering 
Research Laboratory. Technical report - Construction En- 
gineering Research Laboratory ; E-86. 


OCLC 3280118 


77-16166 
D 103.62:C 36 
United States. Army. Corps of Engineers. 

Channel improvements for navigation, Blair and Sitcum 
Waterways, Tacoma Harbor, Washington : revised draft en- 
vironmental impact statement. — Washington [Dept. of 
Defense], Dept. of the Army, Corps of Engineers, [19757]. 

U.S. Army Engineer District, Seattle, P.O. Box C-3755, 
Seattle, Wash., 98124 

165 p. in various pagings : ill. ; 27 cm. 

Bibliography: p. 84-85. 

pbk. 


1. Tacoma, Wash. — Harbor. 2. Channels (Hydraulic en- 
gineering) — Environmental aspects — Washington (State) — 
Tacoma. 3. Navigation — Washington — Tacoma. I. Title. 


OCLC 3266928 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


77-16167 


Smith, Edgar A 

Acceptance test of high-speed cassette duplicator : interim 
report for period May 1975 - December 1976 / by Edgar A. 
Smith. — Brooks Air Force Base, Tex. : Dept. of Defense, 
Dept. of the Air Force, Air Force Human Resource Labora- 
tory, 1977. 

78235 

21 p. : ill. ; 27 cm.— (Air Force Human Resources 
Laboratory technical report ; 77-20) 

Prepared by Air Force Human Resources Laboratory, 
Technical Training Division, Lowery Air Force Base, Colo. 

Includes appendix. 

Issued June 1977. 

Bibliography: p. 8. 

pbk. 

1. Audio-visual equipment. I. United States. Air Force 
Human Resources Laboratory. II. United States. Air Force. 
Ill. Title. IV. Series: United States. Air Force Human 
Resources Laboratory. AFHRL-TR ; 77-20. 


D 201.45/27:77-20 


OCLC 3283306 


NAVAL PERSONNEL BUREAU 
Defense Dept. 
Washington, DC 20370 


77-16168 
D 208.6/4:At 3 
United States. Bureau of Naval Personnel. Human Resource 
Management Division. 

Athens : [port guide]. — [Washington] : Dept. of Defense, 
Navy Dept., Bureau of Naval Personnel, Human Resource 
Management Division, [ 1977]. 

20370 

[2], 54 p. : ill, maps (1 fold.) ; 16 x 10 cm.— 
(NAVPERS ; 15282) 

Cover title. 

Produced by the U.S. Navy Human Resource Management 
Center, Norfolk, Virginia. 

Report date : April 1977. 

pbk. 

1. Athens, Greece — Description — Guide-books. I. Title. 


OCLC 3266174 


77-16169 
D 208.6/4:B 23 
United States. Bureau of Naval Personnel. Human Resource 
Management Division. 
Barcelona, Spain : [port guide]. — [Washington] : Dept. of 
Defense, Navy Dept., Bureau of Naval Personnel, Human 
Resource Management Division, [1977] 
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20370 

[2], 80 p., [4] : ill, maps (1 fold.) ; 16 x 10 cm. — 
(NAVPERS ; 15284) 

Cover title. 

Produced by the U.S. Navy Human Resource Management 
Center, Norfolk, Virginia. 

Report date : April 1977. 

pbk. 

1. Barcelona — Description — Guide-books. I. Title. 


OCLC 3266373 


77-16170 
D 208.6/4:M 29 
United States. Bureau of Naval Personnel. Human Resource 
Management Division. 

Malaga : [port guide]. — [Washington] : Dept. of Defense, 
Navy Dept., Bureau of Naval Personnel, Human Resource 
Management Division, [1977] 

20370 

ia. FS Pp. ill., maps (1 fold.) ; 16 x 10 cm. — 
(NAVPERS ; 15287) 

Cover title. 

Produced by the U.S. Navy Human Resource Management 
Center, Norfolk, Virginia. 

Report date : April 1977. 

pbk. 

1. Malaga, Spain (city) — Description — Guide-books. I. 
Title. 


OCLC 3266148 


77-16171 
D 208.6/4:P 18 
United States. Bureau of Naval Personnel. Human Resource 
Management Division. 

Palma : [port guide]. — [Washington] : Dept. of Defense, 
Navy Dept., Bureau of Nava! Personnel, Human Resource 
Management Division, [1977] 

20370 

[2], 64 p. ill., maps (1 fold.) ; 16 x 10 cm.— 
(NAVPERS ; 15286) 

Cover title. 

Produced by the U.S. Navy Human Resource Management 
Center, Norfolk, Virginia. 

Report date : April 1977. 

pbk. 

1. Palma, 
Title. 


Majorica — Description — Guide-books. I. 


OCLC 3266184 


77-16172 
D 208.6/4:R 52 
United States. Bureau of Naval Personnel. Human Resource 
Management Division. 

Riviera Cote D’Azur_ France [port guide]. — 
[Washington] : Dept. of Defense, Navy Dept., Bureau of 
Naval Personnel, Human Resource Management Division, 
[1977] 

20370 

[3], 100 p. : ill, maps (1 fold.) ; 16 x 10 cm.— 
(NAVPERS ; 15285) 

Cover title. 

Produced by the U.S. Navy Human Resource Management 
Center, Norfolk, Virginia. 

Report date : April 1977. 

pbk. 


1. Riviera — Description — Guide-books. I. Title. 


OCLC 3266135 


NAVAL FACILITIES ENGINEERING 
COMMAND 
Defense Dept. 
Washington, DC 20360 


77-16173 


D 209.14:H 35/977 


United States. Naval Facilities Engineering Command. 


Heating, cooling and ventilating handbook : engineered 
performance standards public works maintenance. — 
[Washington : Dept. of Defense], Navy Dept., Naval Facili- 
ties Engineering Command : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1977]. 

20402 

108 p. in various pagings : ill. ; 26 cm.— (NAVFAC P- 
704.0) (Technical bulletin - Dept. of the Army ; TB 420-8) 
(Air Force manual ; AFM 85-44) 

Issued by the Departments of the Navy, the Army and the 
Air Force. 

Supersedes NavFac P-704.O0TB 420-8/EPS-H 704.0, Nov. 
1963. 

Loose-leaf for updating. 

Issued May 1977. 

@ltem 418-A 

S/N 008-050-00141-1 

pbk. : $2.50 

1. Heating—Equipment and _ supplies — Handbooks, 
manuals, etc. 2. Air conditioning — Equipment and supplies 
— Maintenance and repair — Handbooks, manuals, etc. 3. 
Ventilation — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. United States. Dept. of the Air 
Force. Ill. United States. Navy Dept. IV. Title. V. Title: 
Engineered performance standards, public works main- 
tenance. VI. Series: United States. Dept. of the Army. 
Technical bulletin ; TB 420-8. VII. Series: United States . 
Dept. of the Air Force. Air Force manual ; AFM 85-44. 


OCLC 3283232 


77-16174 


D 209.14:M 18/966/rep. 


United States. Naval Facilities Engineering Command. 


Machine shop, machine repairs handbook : engineered per- 
formance standards : public works maintenance. — Washing- 
ton : Dept of Defense, Dept. of the Navy, Naval Facilities 
Engineering Command : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1966. 

20402 

239 p. in various pagings : ill. ; 26 cm. — (NAVFAC P- 
707.0) 

Cover title. 

Includes Change |, Sept. 1969. 

Issued Nov. 1966. 

Loose-leaf for updating. 

@ltem 418-A 

S/N 008-050-00145-3 

pbk. : $4.00 

1. Machine-shops. 2. Machinery — Maintenance and 
repair. I. Title. 


OCLC 3283831 
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77-16175 


D 209.14:M 38/2/963/rep. 
United States. Bureau of Yards and Docks. 

Masonry handbook : engineered perfomance standards : 
public works maintenance. — [Reprint 1977.] — [Washington 
: Dept. of Defense], Dept. of the Navy, Bureau of Yards and 
Docks : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1963, i.e. 1977. 

20402 

vi, 196 p. : ill. ; 26 cm. — (NAVDOCKS P-708.0) 

Cover title. 

Supersedes NAVDOCKS P-708, Feb. 1961. 

Includes Changes | and 2. 

Loose-leaf for updating. 

@item 418-A 

S/N 008-050-001 46-1 

pbk. : $3.75 

1. Masonry — Handbooks, manuals, etc. I. Title. Il. 
Title: Engineered performance standards, public works main- 
tenance. 


OCLC 3283730 


77-16176 


D 209.14:R 53/969/rep. 
United States. Naval Facilities Engineering Command. 

Roads, grounds, pest control, refuse collection, handbook : 
engineered performance standards public works main- 
tenance. — [Reprint 1977]— Washington : [Dept. of 
Defense], Dept. of the Navy, Naval Facilities Engineering 
Command : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1969, i.e., 1977. 

20402 

vii, 178 p. : ill. ; 26 cm. — (NAVFAC P-712.0) 

Cover title. 

Includes Change |, Nov. 1970. 

Loose-leaf for updating. 

@ltem 418-A 

S/N 008-050-00147-0 

pbk. : $3.75 

1. Grounds maintenance — Handbooks, manuals etc. 2. 
Roads — United States — Maintenance and repair — Hand- 
books manuals, etc. 3. Pest control — United States — 
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Space Research. — Washington : Dept. of Defense, Dept. of 
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new source performance standards : worksheets for miscel- 
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— Research Triangle Park, N.C. : Environmental Protection 
Agency, Office of Air and Waste Management, Office of Air 
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Agency. Office of Air Quality Planning and Standards. III. 
Research Corporation of New England. IV. Title. 


OCLC 3259491 


77-16185 
EP 1.2:P 43/11/Spanish 
United States. Environmental Protection Agency. 

Seguridad de los trabajadores agricolas durante el uso de 
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36 p. in various pagings : ill., diagrs., graphs ; 26 cm. — 
(EPA ; 550/9-77-356) 
Prepared under contract no. 68-01-3514. 
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vironmental Protection Agency, Division of Stationary 
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tional Technical Information Service, 1977. 
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Prepared by Research Corporation of New England, 
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Environmental Protection Agency. Division of Stationary 
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Series: United States. Office of Enforcement. Stationary 
source enforcement series ; EPA-340/1-77-009. 
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Conservation and Recovery act of 1976, / transcribed by the 
official reporter, with handwritten corrections by the Office 
of Solid Waste. — [Washington] : Environmental Protection 
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Title. Il. Series: United States. Environmental Protection 
Agency. Solid waste management ; SW-2Ip. 
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lations for Implementation of Resource Conservation and 
Recovery act of 1976, Washington, D.C., 1977. 

Transcript : Public Meeting on the Proposed Revisions to 
EPA Grant Regulations for Implementation of Resource Con- 
servation and Recovery act of 1976, June 30, 1977, 
Washington, D.C., / transcribed by the official reporter, with 
handwritten corrections by the Office of Solid Waste. — 
[Washington] : Environmental Protection Agency, Region III, 
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700 4 (b) of the Resource Conservation and Recovery act of 
1976, Washington, D.C., 1977. 

Transcript : Public Meeting on the Public participation 
guidelines, Section 7004(b) of the Resource conservation 
and recovery act of 1976, July 1, 1977, Washington, D.C. / 
transcribed by the official reporter, with handwritten cor- 
rections by the Office of Solid Waste. — [Washington] : En- 
vironmental Protection Agency, Region III, 1977. 
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Anion mobility in soils : relevance to nutrient transport 
from terrestrial to aquatic ecosystems / by Dale W. Johnson 
and Dale W. Cole. — Corvallis, Or. : Environmental Protec- 
tion Agency, Office of Research and Development, Corvallis 
Environmental Research Laboratory ; Springfield, Va. : for 
sale by the National Technical Information Service, 1977. 
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Prepared by College of Forest Resources, University of 
Washington, under contract no. Pr-CC991995. 
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Algal nutrient availability and limitation in Lake Ontario during 
IFYGL. — Duluth, Minn. : Environmental Protection Agency, 
Office of Research and Development, Environmental 
Research Laboratory ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1976- 
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v. : ill, graphs ; 28 cm.— (Ecological research series ; 
EPA-600/3-77-046a) 
Prepared by University of Texas at Dallas, Richardson, 
Tex., under contract no. R-800537-02. 
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Pyrolysis of industrial wastes for oil and activated carbon 
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Environmental Protection Agency, Office of Research and 
Development, Industrial Environmental Research Laboratory 
: Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 
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viii, 171 p. : ill. ; 28 cm.— (Environmental protection 
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Prepared by Occidental Research Corporation, La Verne, 
Calif., under Grant S-801202. 
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77-16196 
EP 1.23/2:600/2-77-092 
Rowe, M. L. 

Livestock and the environment : a bibliography with ab- 
stracts / M. L. Rowe, Linda Merryman. — Ada, Okla. : En- 
vironmental Protection Agency, Office of Research and 
Development, Robert S. Kerr Environmental Research 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 
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Prepared by Animal Waste Technical Information Center, 
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Skogerboe, Gaylord V 


Selected irrigation return flow quality abstracts, 1975 : 
fifth annual issue / by Gaylord V. Skogerboe, Stephen W. 
Smith, Wynn R. Walker. — Ada Okla. : U.S. Environmental 
Protection Agency, Office of Research and Development ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 
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A study of new catalytic agents to determine chemical ox- 
ygen demand/ by Ray F. Wilson. — Cincinnati, Ohio : En- 
vironmental Protection Agency, Office of Research and 
Development, Environmental Monitoring and Support 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 
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United States. Environmental Protection Agency. Office of 
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example. — [Washington] : Environmental Protection Agen- 
cy, Office of Research and Development, [Office of] Energy, 
Minerals and Industry ; Springfield, Va. for sale by the Na- 
tional Technical Information Service, 1977. 
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Oklahoma. University. Science and Public Policy Program. 


Energy from the West : a progress report of a technology 
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Agency, Office of Research and Development, Office of 
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the National Technical Information Service, 1977. 
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Prepared by Science and Public Policy Program, University 
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United States. Environmental Protection Agency. Office of 
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012) 

Issued May 1977. 

Bibliography: p. 11. 

@ltem 431-1-62 

pbk. 

1. Power resources — United States. 2. Energy facilities 
— United States— Accidents. I. Title. Il. Series: United 
States. Environmental Protection Agency. Interagency ener- 
gy-environment research and development program report ; 
EPA-600/9-77-012. 


OCLC 3265249 





December 1977 


WATER PROGRAMS OPERATIONS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


77-16202 
EP 2.8:Ae 8 
United States. Environmental Protection Agency. Office of 
Water Program Operations. Municipal Operations Branch. 
Process control manual for aerobic biological wastewater 
treatment facilities: air, solids, clean water. — Washington : 
Environmental Protection Agency, Office of Water Program 
Operations, Municipal Operations Branch, 1977. 
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OCLC 3265207 


PESTICIDE PROGRAMS OFFICE 
Environmental Protection Agency 
Chamblee, GA 30341 


77-16203 
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United States. Environmental Protection Agency. Office of 
Pesticide Programs. 
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: Environmental Protection Agency, Office of Radiation Pro- 
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vii, 23 p. : ill. ; 28 cm.— (Technical note - Office of 
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Includes bibliographical references. 

Available on microfiche. 
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Power Generation, 2d, Washington, D.C., 1975. 
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Colloquium held June 5-6, 1975. 

English and Russian. 

Includes bibliographical references. 

pbk. : $10.00 ; mf : $3.00 

1. Magnetohydrodynamic generators — Congresses. I. 
United States. Energy Research and Development Adminis- 
tration. Office of Fossil Energy. Il. Title. 


OCLC 2989699 


77-16209 


ER 1.11:CONF-760984 
Workshop on Structural Needs for Magnetic Fusion Energy Su- 
perconducting Magnets, Brookhaven National Laboratory, 
1976. 

Proceedings of the Workshop on Structural Analysis Needs 


for Magnetic Fusion Energy Superconducting Magnets : a 
Technical assessment / edited by M. Reich ... [et al.]. — 
[Washington] : Energy Research and Development Adminis- 
tration, Division of Magnetic Fusion Energy ; Springfield, Va. 
: for sale the National Technical Information Service, 1976. 

22161 

$25, 503 p. : ill. ; 28 cm. 

“CONF-760984.” 

Workshop held in Upton, N.Y., Sept. 8-10. 

@ltem 1051-C 

pbk. : $13.00 ; mf : 3.00 

1. Structure, Theory of. 2. Superconducting magnets. 3. 
Nuclear fusion. I. United States. Energy Research and 
Development Administration. Division of Magnetic Fusion 
Energy. Il. Reich, M_ Ill. United States. Brookhaven Na- 
tional Laboratory, Upton, N.Y. IV. Title. 


OCLC 3269497 


77-16210 


ER 1.11:ERDA-76-119 
United States. Energy Research and Development Administra- 
tion. Division of Safety, Standards, and Compliance. 

Annual report of radiation exposures for AEC & AEC con- 
tractor employees. [Washington] Energy Research and 
Development Administration, Division of Safety, Standards, 
& Compliance; Springfield, Va., for sale by National Techni- 
cal Information Service. 
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5285 Port Royal Road, 22161 

22 x 28 cm. (ERDA ; 76/119) 

7th-7th. 1974-1974. 

1974. 

Annual reports 1968-73 issued by Atomic Energy Commis- 
sion under nos. WASH-1350-R1 through WASH-1350-R6. 

Avilable on Microfiche. 

@ltem 1051-C 

Main series: United States. Energy Research and Develop- 
ment Administration. ERDA 

Continues in part: United States. Atomic Energy Commis- 
sion. Annual report of the operation of the U.S. AEC’S cen- 
tralized ionizing radiation exposure records and reports 
system 1968-1973 

Continued by: Annual report of radiation exposures for 
ERDA & ERDA contractor employees 1975- 

1. United States. Atomic Energy Commission. 2. Radia- 


tion — Dosage. I. Title. 


OCLC 3289944 


77-16211 


ER 1.11:ERDA 77-29 


United States. Energy Research and Development Administra- 


tion. Division of Safety, Standards, and Compliance. 

Annual report of radiation exposures for ERDA & ERDA 
contractor employees. [Washington] Energy Research & 
Development Administration, Division of Safety, Standards, 
and Compliance; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

22 x 28 cm. (ERDA ; 77-29) 

8th- 1975- 

1975. 

Available on microfiche. 

@ltem 1051-C 

ISSN 0147-8443 

Main series: United States. Energy Research and Develop- 
ment Administration. ERDA. 

Continues: Annual report of radiation exposures for AEC 
& AEC contractor employees 1974 

1. United States. Energy Research and Development Ad- 
ministration. 2. Radiation — Dosage. I. Title. 

PAR 
OCLC 3233240 


77-16212 


ER 1.11:ERDA-77-32 


United States. Energy Research and Development Administra- 


tion. Federal Wind Energy Program. 

Summary report - Federal Wind Energy Program. 
Washington, Energy Research and Development Administra- 
tion, Division of Solar Energy, Wind Systems Branch; for sale 
by the Supt. of Docs., U.S. Print. Off. 

20402 

ill. 28 cm. (ERDA ; 77-32) 

$1.15 

1975- 

January 1, 1977. 

Includes bibliography. 

Annual. 

@ltem 1051-C 

S/N 060-000-00048-4 

Main series: United States. Energy Research and Develop- 
ment Administration. ERDA 





December 1977 


1. United States. Energy Research and Development Ad- 
ministration. Federal Wind Energy Program. 2. Wind power 
— Research — United States. I. Title. 


OCLC 3289359 


77-16213 
ER 1.11:ERDA 77-81 
United States. Energy Research and Development Administra- 
tion. Division of Buildings and Community Systems. 
Conservation : Consumer Products and Technology Branch 
program plan. — [Washington] Energy Research and 
Development Administration, [Office of] Assistant Adminis- 
trator for Conservation, Division of Buildings and Communi- 
ty Systems, 1977. 
20545 
iii, 36 p. : ill. ; 24 cm. — (ERDA ; 77-81) 
Issued Sept. 1977. 
Includes bibliographies. 
@ltem 1051-C 
pbk. 
1. Energy conservation — United States. 2. Commercial 
products — United States. I. Title. II. Title: Consumer 
products and technology branch program plan. 


OCLC 3260640 


FEDERAL ENERGY ADMINISTRATION 
Washington, DC 20461 


77-16214 
FE 1.8:En 2 
United States. Office of Energy Systems Data. 

Energy interrelationships : a handbook of tables and con- 
version factors for combining and comparing international 
energy data. — [Washington] : Federal Energy Information 
Center, [Office] of Energy Information and Analysis, Office 
of Energy Systems Data, National Energy Information Center 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 

viii, 60 p. : graphs, ; 27 cm. — (FEA/B-77/166) 

Issued June 1977. 

Bibliography: p. 59-60. 

@ltem 434-A-14 

pbk. 

1. Power resources. I. 
Center. II. Title. 


National Energy Information 


OCLC 3225477 


77-16215 
FE 1.10:z 1/9 
Zarb, Frank G. 
Remarks prepared for delivery / by the Honorable Frank 
G. Zarb, Administrator, Federal Energy Administration ; be- 
fore the Phoenix Chamber of Commerce, Phoenix, Arizona, 
March 26, 1976. — [Washington] : Federal Energy Adminis- 
tration, 1976. 
20461 
6 p. ; 27 cm. 
Caption title. 
At head of title: Federal energy news. 
“S-076-085.” 
pbk. 
1. Solar energy — Arizona — Addresses, essays, lectures. 
. United States. Federal Energy Administration. II. Title. 


OCLC 3256699 


77-16216 
FE 1.21:76/77-9/final 
United States. Strategic Petroleum Reserve Office. 

Final environmental impact statement for Central Park 
Mine. — [Washington] Federal Energy Administration, 
Strategic Petroleum Reserve Office, 1977. 

ca 500 p. : ill. ; 26 cm. — (FES ; 76/77-9) 

**FEA/S-76/502.” 

At head of title: Strategic petroleum reserve. 

Issued July 1977. 

Includes appendices. 

Bibliography: p. 10.1-1 thru 10.1-13. 

@ltem 434-A-9 

pbk. 

1. Mines and mineral resources — Kentucky — Fayette 
County. 2. Petroleum products — Underground storage — 
Environment aspects — Kentucky — Fayette County. I. 
Title. Il. Title: Central Rock Mine: final environmental im- 
pact statement for. III. Title: Strategic petroleum reserve. 


OCLC 3256587 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


77-16217 
FP 1.13:El 2/2/976/no.1-8 
United States. Federal Power Commission. Bureau of Power. 

Principal electric facilities. Washington : Federal Power 
Commission, Bureau of Power : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1945- 

maps on sheets ; 76 x 114 cm. 

Scale vary. 

Based on information to June 30 of year prior to issue 
date. 

1945-1953 editions of these regional sheets of maps were 
published under title: Principal electrical utility generating 
stations and transmission lines, and these editions were ac- 
companied by indexes of all plant and ownership lists. 

From 1958- , editions are complete in 8 regional sheets. 

Contents: no. 1. Northeastern region.—no. 2. Great Lakes 
region.—no. 3. North Central region.—no. 4. Northwestern 
region.—no. 5. Southwestern region.—no. 6. South Central 
region.—no. 7. Southeastern region.—no. 8. Alaska, Hawaii, 
Puerto Rico and the Virgin Islands. 

From 1958- , each regional sheet includes plant location 
maps and regional indexes of plant and ownership lists. 

S/N 015-000-00337-5 (no.1) 0 015-000-00338-3 (no.2) 0 
015-000-00339-1 (no.3) 0 015-000-00340-5 (no.4) 0 O15- 
000-00341-3 (no.5) 0 015-000-00342-1 (no.6) 0 015-000- 
00343-0 (no.7) 0 015-000-00344-8 (no.8) 

$0.65 each sheet 

1. Electric industries — United States — Maps. 2. Power- 
plants — United States — Maps. I. Title. Il. Title: Principal 
electrical utility generating stations and transmission lines. 


OCLC 3288846 


77-16218 
FP 1.13:El 2/2/977/no.1-8 
United States. Federal Power Commission. Bureau of Power. 
Principal electric facilities. Washington : Federal Power 
Commission, Bureau of Power : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1945- 
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maps on sheets ; 76 x 114 cm 

Scales vary 

Based on information to June 30 of year prior to issue 
date 

1945-1953 editions of these regional sheets of maps were 
published under title: Principal electrical utility generating 
stations and transmission lines, and these editions were ac- 
companied by indexes of all plant and ownership lists. 

From 1958- , editions are complete in 8 regional sheets. 

Contents: no. 1. Northeastern region.—no. 2. Great Lakes 
region.—no. 3. North Central region.—no. 4. Northwestern 
region.—no. 5. Southwestern region.—no. 6. South Central 
region.—no. 7. Southeastern region.—no. 8. Alaska, Hawaii, 
Puerto Rico and the Virgin Islands. 

From 1958- , each regional sheet includes plant location 
maps and regional indexes of plant and ownership lists. 

@ltem 438-B 

S/N 015-000-00353-7 (no.1) 0 015-000-00354-5 (no.2) 0 
015-000-00355-3 (no.3) 0 015-000-00356-1 (no.4) 0 O15- 
000-00357-0 (no.5) 0 015-000-00358-8 (no.6) 0 015-000- 
00359-6 (no.7) 0 015-000-00360-0 (no.8) 

$1.30 each sheet 

1. Electric industries — United States — Maps. 2. Power- 
plants — United States — Maps. I. Title. II. Title: Principal 
electrical utility generating stations and transmission lines. 


OCLC 3288846 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


77-16219 
GA 1.2:B 85/2 
United States. General Accounting Office. 

Terms used in the budgetary process / by the Comptroller 
General of the United States. — Washington : General Ac- 
counting Office, 1977. 

20548 

41 p.; 23 cm 

Cover title 

“PAD-77-9.” 

Issued July 1977 

@ltem 545 

pbk 

1. Budget — United States — Terminology. I. Title. 

OCLC 3228589 


Reports to Congress by Comptroller General of United States. 
Order from GAO, Box 1020, Washington, DC 20013; $1.00 
each. Free to members of Congress, Congressional committee 
staff, government officials, college libraries, faculty and stu- 
dents, non-profit organizations (write: GAO, 441 G St., N.W., 
Washington, DC 20548) 


77-16220 
GA 1.13: EMD-77-43 
United States. General Accounting Office. 

U.S. coal development : promises, uncertainties : report to 
the Congress / by the Comptroller General of the United 
States. — Washington : General Accounting Office, 1977. 

ca. 400 p. : ill. ; 27 cm. 

Cover title. 

“EMD-77-43” 

Stamped on cover: Sept. 22, 1977. 

Bibliography: p. VII.1-VI1.33. 

@item 546-D 

pbk. 
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1. Coal— United States. 2. 
States. I. Title. 


Energy policy — United 


OCLC 3312484 


77-16221 
GA 1.14:C 49/title 1 
United States. General Accounting Office. Office of the 
General Counsel. 
Civilian personnel law manual. — [Washington] : General 
Accounting Office, Office of General Counsel, 1977. 
20548 
377 p. in various pagings ; 27 cm. 
Cover title. 
Issued May 1977. 
Contents: Title 1. Compensation. 
Issued with perforations. 
@ltem 545-A 
pbk. 
1. Personnel management — United States — Handbooks, 
manuals, etc. 2. United States — Officials and employees — 
Salaries, allowances, etc. I. Title. 


OCLC 3269127 


GOVERNMENT PRINTING OFFICE 
Washington, DC 20402 


77-16222 
GP 3.22/2:011/4 
United States. Superintendent of Documents. 

United States postage stamps.— Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1977. 

20402 

[1] p. ; 27 cm. — (Subject bibliography SB ; 011) 

Issued Sept. 1, 1977. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Postage- 
stamps — United States — Bibliography. I. United States. 
Government Printing Office. Il. Title. III. Series. 


OCLC 3319683 


77-16223 
GP 3.22/2:022/3 
United States. Superintendent of Documents. 
Dentistry. — Washington : U.S. Government Printing Of- 
fice, Superintendent of Documents, 1977. 
20402 
4 p. ; 27 cm. — (Subject, bibliography SB ; 022) 
Issued July 8, 1977. 
5 cds] 
@item 552-A 
pbk. 
1. Dentistry — Bibliography. 2. Government Publications 
— Bibliography. I. United States. Government Printing Of- 
fice. Il. Title. Ill. Series. 


OCLC 3321515 


77-16224 
GP 3.22/2:050/3 
United States. Superintendent of Documents. 
Water pollution and water resources. — Washington : U.S. 
Govt. Print. Off., Supt. of Docs., 1977. 





December 1977 


20402 

32 p. ; 26 cm. — (Subject bibliography SB ; 050) 

Issued July 7, 1977. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Water — 
Pollution — United States — Bibliography. 3. Water quality 
— United States — Bibliography. I. United States. Govern- 
ment Printing Office. II. Title. III. Series. 


OCLC 3260320 


77-16225 
GP 3.22/2:059/3 
United States. Superintendent of Documents. 
Revenue sharing. — Washington : U.S. Govt. Print. Off., 
Superintendent of Documents, 1977. 
20402 
5 p. ; 28 cm. — (Subject bibliography SB ; 059) 
Issued July 8, 1977. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Revenue 
sharing — United States — Bibliography. I. United States. 
Government Printing Office. II. Title. III. Series. 


OCLC 3279557 


77-16226 
GP 3.22/2:093/3 
United States. Superintendent of Documents. 

Background notes. — Washington : U.S. Govt. Print. Off., 
Supt. of Docs., 1977. 

20402 

7 p. ; 27 cm. — (Subject bibliography SB ; 093) 

Issued July 8, 1977. 

@ltem 552-A 

pbk. 

1. Government 
raphy — Bibliography. 3. Geography, Political — Bibliog- 
raphy. I. United States. Government Printing Office. II. 
Title. Ill. Series. 


publications — Bibliography. 2. Geog- 


OCLC 3263497 


77-16227 
GP 3.22/2:094/3 
United States. Superintendent of Documents. 
Irrigation and drainage. — Washington : 
Off., Supt. of Docs., 1977. 
20402 
3 p. ; 27 cm. — (Subject bibliography SB ; 094) 
Issued July 25, 1977. 
@ltem 552-A 
pbk. 
1. Irrigation — United States — Bibliography. 2. Drainage 
— United States — Bibliography. I. United States. Govern- 
ment Printing Office. Il. Title. III. Series. 


U.S. Govt. Print. 


OCLC 3260361 


77-16228 
GP 3.22/2:095/3 
United States. Superintendent of Documents. 
Solid waste management. — Washington : U.S. Govern- 
ment Printing Office, Superintendent of Documents, 1977. 
20402 
6 p. ; 27 cm. — (Subject bibliography SB ; 095) 
Issued Aug. 11, 1977. 
pbk. 


1. Government publications — Bibliography. 2. Refuse 
and _ refuse disposal — Bibliography. I. United States. 
Government Printing Office. Il. Title. III. Series. 


OCLC 3315281 


77-16229 
GP 3.22/2:096/3 
United States. Superintendent of Documents. 

Publications on the causes and prevention of violence. — 
Washington : U.S. Govt. Print. Off., Superintendent of Docu- 
ments, 1977. 

20402 

8 p. ; 27 cm. — (Subject bibliography SB ; 096) 

Issued July 8, 1977. 

@litem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Violence 
— Bibliography. I. United States. Government Printing Of- 
fice. Il. Title. III. Series. 


OCLC 3279561 


77-16230 
GP 3.22/2:100/2 
United States. Superintendent of Documents. 

Federal Trade Commission decisions and publications. — 
Washington : U.S. Govt. Print. Off., Superintendent of Docu- 
ments, 1977. 

20402 

7 p. ; 27 cm. — (Subject bibliography SB ; 100) 

Issued Aug. 3, 1977. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. United 
States. Federal Trade Commission — Bibliography. I. United 
States. Government Printing Office. II. Title. III. Series. 


OCLC 3278510 


77-16231 
GP 3.22/2:102/3 
United States. Superintendent of Documents. 

Maps (United States and foreign). — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1977. 

20402 

17 p. ; 26 cm. — (Subject biblography SB ; 102) 

Issued Aug. 4, 1977. 

5 cds] 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Maps - 
Bibliography. I. United States. Government Printing Office. 
Il. Title. III. Series. 


OCLC 3321481 


77-16232 
GP 3.22/2:106/3 
United States. Superintendent of Documents. 

Presidents of the United States. — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1977. 

20402 

6 p. ; 27 cm. — (Subject bibliography SB ; 106) 

Issued Aug. 16, 1977. 

@ltem 552-A 

pbk. 





Government Publications 


1. Presidents — United States — Bibliography. I. United 
States. Government Printing Office. Il. Title. Ill. Series. 


OCLC 3315418 


77-16233 
GP 3.22/2:126/3 
United States. Superintendent of Documents. 
Copyrights. — Washington : U.S. Government Printing Of- 
fice, Superintendent of Documents, 1977. 
20402 
5 p. ; 27 cm. — (Subject bibliography SB ; 126) 
Issued Aug. 16, 1977. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Copyright 
— Bibliography. I. United States. Government Printing Of- 
fice. Il. Title. Ill. Series. 


OCLC 3319680 


77-16234 
GP 3.22/2:138/2 
United States. Superintendent of Documents. 
Building science series. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1977. 
20402 
5 p. ; 27 cm. — (Subject bibliography SB ; 138) 
Issued Aug. 17, 1977. 
5 cds] 
@ltem 552-A 
pbk 
1. Government publications — Bibliography. 2. Building 
materials — Bibliography. 3. Building — Bibliography. I. 
United States. Government Printing Office. Il. Title. Ill. 
Series. 


OCLC 3321494 


77-16235 
GP 3.22/2:156/3 
United States. Superintendent of Documents. 
Census of governments. — Washington : U.S. Government 
Printing Office Superintendent of Documents, 1977. 
20402 
3 p. ; 27 cm. — (Subject bibliography SB ; 156) 
Issued Aug. 26. 1977. 
5 cds] 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. United 
States — Census — Bibliography. I. United States. Govern- 
ment Printing Office. Il. Title. Ill. Series. 


OCLC 3321455 


77-16236 
GP 3.22/2:246/3 
United States. Superintendent of Documents. 
Alcohol, tobacco, and firearms. — Washington : U.S. Govt. 
Print. Off., Supt. of Docs., 1977. 
20402 
5 p. ; 27 cm. — (Subject bibliography SB ; 246) 
Issued July 25, 1977. 
@iltem 552-A 
pbk. 


1. Government publications — Bibliography. 2. Alcohol 
— Bibliography. 3. Firearms — Bibliography. 4. Tobacco 
— Bibliography. I. United States. Government Printing Of- 
fice. Il. Title. Ill. Series. 


OCLC 3260332 


77-16237 
GP 3.22/2:263/2 
United States. Superintendent of Documents. 
United States Coast Guard publications. — Washington : 
U.S. Govt. Print. Off., Supt. of Docs., 1977. 
20402 
(2] p. ; 27 cm. — (Subject bibliography SB ; 263) 
Issued July 22, 1977. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. United 
States. Coast Guard — Bibliography. I. United States. 
Government Printing Office. II. Title. III. Series. 


OCLC 3263559 


77-16238 
GP 3.22/2:267/2 
United States. Superintendent of Documents. 
National Credit Union Administration publications. — 
Washington : U.S. Govt. Print. Off., Supt. of Docs., 1977. 
20402 
4 p. ; 27 cm. — (Subject bibliography SB ; 267) 
Issued July 27, 1977. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. United 
States. National Credit Union Administration — Bibliography. 
I. United States. Government Printing Office. Il. Title. III. 
Series. 


OCLC 3260429 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


77-16239 
GS 1.2:F 31/977-2 
United States. General Services Administration. 
Federal information centers. — [Washington : General Ser- 
vices Administration, 1977]. 
20405 
[11] p.; 22x 10cm. 
Issued August 1977. 
@ltem 559 
pbk. 
1. Federal government — United States — Information ser- 
vices — Directories. I. Title. 


OCLC 3295520 


FEDERAL SUPPLY SERVICE 
General Services Administration 
Washington, DC 20405 


77-16240 
GS 2.6/3:Sp 3/977 
United States. Federal Supply Service. 
Guide to specifications and standards of the Federal 
Government. — Washington : General Services Administra- 
tion, Federal Supply Service, 1977. 





December 1977 


20405 

24 p. : ill. ; 23 cm. 

Cover title. 

Issued May 1977. 

@item 564-A 

pbk. 

1. Specifications. 
Government property — Standards — United States. 


2. Standardization — United States. 3. 
I. Title. 


OCLC 3200975 


77-16241 
GS 2.7/5:977 
United States. Federal Supply Service. 

Federal supply schedule program guide. — Washington : 
General Services Administration, Federal Supply Service, 
1977. 

20406 

iii, 98 p. : map ; 27 cm. 

Cover title. 

OFSS-0001 

Issued September 1977. 

@ltem 564-B 

pbk. 

1. Government purchasing — United States. 
contracts — United States. I. Title. 


2. Public 


OCLC 3286699 


Federal standards may be purchased from General Services Ad- 
ministration, Specifications Activity, Special Programs Division, 
Building 197, Naval Weapons Plant, Washington, DC 20407. 
All checks and money orders should be made payable to the 
Treasurer of the United States. Single copies are available 
without charge at the nearest GSA regional office. 


77-16242 
GS 2.8/3:190/cancel 
United States. Federal Supply Service. 

Terms used for classification of chemicals and chemical 
products. — [Washington] : General Services Administration, 
Federal Supply Service, 1977. 

20405 

{1] p. ; 27 cm.— (Federal standard ; no. 190) (FSC ; 
6800) 

Caption title. 

Looseleaf for updating. 

CANCELLATION, May 25, 1977. 

@ltem 563 

pbk. 

1. Chemicals — Terminology. I. Title. II. Series. 


OCLC 3263633 


77-16243 
GS 2.8/3:294/cancel 
United States. Federal Supply Service. 
Wax, floor, water-emulsion, slip-resistant. — [Washington] 
: General Services Administration, Federal Supply Service, 
1969-1977. 
20405 
[1] p. ; 27 cm.— (Federal standard ; no. 294) (FSC ; 
7930) 
Caption title. 
Looseleaf for updating. 
CANCELLATION, Apr. 21, 1977. 
@ltem 563 
pbk. 


1. Waxes — Standards — United States. I. Title. 
ries. 


OCLC 3263678 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


77-16244 
GS 4.102:St 2 
United States. Office of the Federal Register. 

How to find U.S. Statutes and U.S. code citations. — 3d 
rev. ed. — [Washington] bibliography General Services Ad- 
ministration, National Archives and Records Service, Office 
of the Federal Register : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 

20402 

iv, 8 p. : ill. ; 24 cm. 

Cover title. 

Includes bibliographical references. 

@ltem 574 

S/N 052-070-04 140-4 

pbk. : $0.70 

1. Annotations and citations (Law) — United States. 2. 
United States. Laws, statutes, etc. 3. Law — United States. 
I. Title. 


OCLC 3218537 


HEALTH, EDUCATION, AND WELFARE 
DEPT. 
Washington, DC 20201 


77-16245 
HE 1.2:As 4 
Rj Associates. 

Asian American reference data directory / prepared for 
Office for Asian American Affairs, Office of Special Con- 
cerns, Department of Health, Education, and Welfare 
prepared by Rj Associates, Inc. ; Canta Pian, project 
director. — [Washington] : Dept. of Health, Education, and 
Welfare, Office of Special Concerns, Office for Asian Amer- 
ican Affairs, 1976. 

20201 

x, 482, [93] p. ; 28 cm. 

Issued Mar. 1976. 

Includes index. 

@ltem 445 

pbk. 

1. Asian Americans — Bibliography. I. United States. 
Dept. of Health, Education, and Welfare. Office for Asian 
American Affairs. II. Title. 

Z1361.07R57 1976 
[E184.06] 
016.30145/19/5073 
OCLC 3167535 


77-16246 


HE 1.2:D 35 
United States. Dept. of Health, Education, and Welfare. Office 
of the Secretary. 

[Materials pertaining to the health care of United States 
citizens for use on the 1977-78 National High School 
Debate]. — Washington : Dept. of Health, Education, and 
Welfare, Office of the Secretary, 1977. 





Government Publications 


20201 

ca 150 p.: ill. ; 27 cm. 

Includes bibliographical references. 

@ltem 445 

pbk. 

1. Insurance, Health — United States. 2. Medical care — 
United States. 3. Debates and debating. I. Title. 


OCLC 3286065 


77-16247 
HE 1.2:G 29/976 
Geographical location codes. Washington, Dept. of Health, 
Education, and Welfare, Office of the Assistant Secretary, 
Comptroller, Deputy Assistant Secretary, Finance. 

27 cm. (DHEW publication ; no. (OS) 76-11) 

Sept. 1, 1976. 

“Expands the standardized codes for geographic locations 
in States, Cities and Counties in the United States, Outlying 
Areas of the United States, and Foreign Countries.” 
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Health, Education, and Welfare. Office of the Assistant 
Secretary, Comptroller. Il. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
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Footnote. Washington, Dept. of Health, Education, and Wel- 
fare Audit Agency. 
330 Independene Ave., S.W., 20201 
ill. 26 cm. 
Other title: Journal of the HEW Audit Agency 
Spring 1974; Special issue, HEWCAS, 1975. 
Includes bibliographical references. 
ISSN 0533-1250 
1. Auditing — Periodicals. 2. Management — Periodicals. 
3. United States. Dept. of Health, Education, and Welfare. 
Audit Agency. 4. HEWCAS (Computer program) I. 
United States. Dept. of Health, Education, and Welfare. 
Audit Agency. 
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HE 1.51:977 
Mental retardation and the law. Washington, Dept. of Health, 
Education, and Welfare, Office of the Assistant Secretary for 
Human Development, President's Committee on Mental Re- 
tardation. 
20201 
26 cm. (DHEW publication ; no. (OHD) 77-21012) 
“A report on status of current court cases.” 
April 1977. 
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Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHD) 


1. Insanity — Jurisprudence — United States — Cases. 2. 
Mental health laws — United States — Cases. 3. Mentally 
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Retardation. II. Series: United States. Dept. of Health, Edu- 
cation, and Welfare. DHEW publication ; no. (OHD) 77- 
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Health, Education, and Welfare Dept. 
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Mark Battle Associates. 


Evaluation of information and referral services for the el- 
derly : final report / prepared for Administration on Aging, 
Office of Human Development, Department of Health, Edu- 
cation, and Welfare by Mark Battle Associates, Inc. — 
[Washington] : Dept. of Health, Education, and Welfare, Of- 
fice of Human Development, Administration on Aging, 1977. 

20201 

xii, 161 p. ; 28 cm. — (DHEW publication ; no. (OHDS) 
77-20109) 

Issued Feb. 28, 1977. 
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Il. Title. Ill. Series: United States. Dept. of Health, Educa- 
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HE 1.208/2:R 31/v.1/app.2 
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Information & referral services research findings / 
Nicholas Long. — [Washington] : Dept. of Health, Educa- 
tion, and Welfare, Office of Human Development, Adminis- 
tration on Aging, 1977, c1975. 

20201 

149 p. ; 28 cm.— (DHEW publication ; no. (OHDS) 77- 
20412) 

Volume 1 of the InterStudy Information and Referral 
Center Study, Appendix 2. 

Prepared under a Title IV grant from the Administration 
on Aging. 

Includes bibliographical references. 
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Dept. of Health, Education, and Welfare. DHEW publication 
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The diagnostic process and treatment programs / Ray E. 
Helfer. — [Washington] : Dept. of Health, Education, and 
Welfare, Office of Human Development Services, Adminis- 
tration for Children, Youth and Families, Children’s Bureau, 
National Center for Child Abuse and Neglect, [19777] 

20201 

44 p.: ill. ; 23 cm. — (DHEW Publication ; no. (OHDS) 
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@ltem 445-L-1 

pbk. 

1. Child abuse — United States. I. National Center on 
Child Abuse and Neglect. II. Title. Ill. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OHDS) 77-30069. 
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HE 1.602:R 24 
Fay, Frederrick Allan, 1944- 

Access to recreation : a report on the National Hearing on 
Recreation for Handicapped Persons / Frederick A. Fay, 
Janet Minch. — [Washington] : Dept. of Health, Education 
and Welfare, Office of Human Development, Rehabilitation 
Services Administration, [1977?] 
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iii, 66 p. : ill. ; 27 cm. 

Prepared for Architectural and Transportation Barriers 
Compliance Board. 

Grant no. 16-P57856/1-02. 
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Janet Il. United States. Rehabilitation Services Administra- 
tion. Ill. Title. IV. Title: Report on the National Hearing 
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United States. Dept. of Health, Education, and Welfare. 

Annual report of the U.S. Department of Health, Educa- 
tion, and Welfare to the President and to the Congress on 
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bilitation act. Washington, Dept. of Health, Education, and 
Welfare, Office of the Secretary. 
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27 cm. 

1973/74- 
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SOCIAL SECURITY ADMINISTRATION 
Health, Education, and Welfare Dept. 
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United States. Social Security Administration. 
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States. — [Baltimore, Md.] : Dept. of Health, Education, and 
Welfare, Social Security Administration, 1977. 
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23 p. ; 21 x 9 cm. — (DHEW publication ; no. (SSA) 77- 
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Helping children make career plans : tips for parents. — 


[Washington] : Dept. of Health, Education, and Welfare, 
[Education Division], Office of Education, Office of Career 
Education, 1977. 
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3 p. ; 27 cm. 
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Being a man : a unit of instructional activities on male role 
stereotyping / David Sadker, Resources Center on Sex Roles 
in Education, National Foundation for the Improvement of 
Education. — [Washington] : Dept. of Health, Education, 
and Welfare, [Education Division], Office of Education : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
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A model to retrain women teachers and skilled women as 
teachers in non-traditional vocational programs / Roslyn D. 
Kane, Laura Chen Fernandez, Jill Miller Godoff. — 
[Washington] : Dept. of Health, Education, and Welfare, 
[Education Division], Office of Education, Bureau of Occu- 
pational and Adult Education, Vocational Education 
Research Branch, 1977. 
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Final report: issued June 1977. 

@ltem 461-A(Rev. 1965) 

pbk. 

1. Women teachers— United States — Handbooks, 
manuals, etc. 2. Teachers, Training of — United States — 
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Herr, Edwin L. 


The British experience in educational change, careers edu- 
cation, school counselor role and counselor training : impli- 
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Washington Dept. of Health, Education, and Welfare, 
[Education Division] Office of Education : for sale by the 
Supt. of Docs., U.S. Govt. Print Off., 1977. 
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Handicapped. Washington, Dept. of Health, Education, and 
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U.S. Govt. Print. Off. 
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Distinctive title: Unfinished revolution, Education for the 
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1976. 
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United States. Office of Education. 


Commissioner’s report on the education professions. 
Washington, Dept. of Health, Education, and Welfare, Office 
of Education; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
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Individual titles of reports vary. 
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Includes bibliographical references. 

Annual. 
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States. Dept. of Health, Education, and Welfare. DHEW 
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United States. Office of Education. 


Commissioner's report on the education professions. 
Washington, Dept. of Health, Education, and Welfare, Office 
of Education. 
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ill. 24 cm. (DHEW publication ; no. (OE) 77-12011) 

Distinctive title: Projections of teacher supply and demand 
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Cover title. 

Individual titles of reports vary. 

Report covers fiscal year 1975. 

Includes bibliographical references. 

Annual. 
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Dept. of Health, Education, and Welfare. DHEW publication 
; no. (OE) 77-12011. 
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United States. Office of Education. 

Catalog: Federal education assistance programs. Washing- 
ton, Dept. of Health, Education, and Welfare, Office of Edu- 
cation; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
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24 cm. (DHEW publication ; no. (OE) 76-01600) 

$7.30 

OFederal education assistance programs 

Running title: Federal education assistance catalog 1974 

1976. 

“An indexed guide to the Federal government’s programs 
offering educational benefits to the American people.” 
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United States. Advisory Council on Financial Aid to Students. 
Annual report of the Advisory Council on Financial Aid to 
Students. Washington, Dept. of Health, Education, and Wel- 
fare, [Education Division], Office of Education, Bureau of 
Postsecondary Education. 
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27 cm. 
Ist- 1974/75- 
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Includes bibliographical references. 
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NATIONAL INSTITUTE OF EDUCATION 
Health, Education, and Welfare Dept. 
Washington, DC 20208 


United 


77-16265 
HE 19.210:977-1/ind. 

Resources in education. Semiannual index. Washington, Dept. 
of Health, Education, and Welfare, [Education Division], Na- 
tional Institute of Education, Educational Resources Informa- 
tion (ERIC); for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
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v. 10- Jan. 1975- 

Cover title 
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NATIONAL CENTER FOR EDUCATION 
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Health, Education, and Welfare Dept. 
Washington, DC 20202 


77-16266 
HE 19.325:975 
Fall enrollment in higher education. Summary report. Washing- 
ton, Dept. of Health, Education, and Welfare, Education 
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Supt. of Docs., U.S. Govt. Print. Off. 

20402 
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(Postsecondary education) 

$3.75 

Previously issued in the Center’s Higher education series. 
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Chiefly tables. 
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PUBLIC HEALTH SERVICE 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


77-16267 
HE 20.2:G 76/976/add-2 
United States. Public Health Service. 

Addendum to Public Health Service grants policy state- 
ment for Appalachian health demonstration program. — Rev. 
Oct. 1, 1976. — Rockville, Md. : Dept. of Health, Education, 
and Welfare, Public Health Service, 1977. 
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4 p. ; 23 cm. — (DHEW publication ; no. (OS) 77-50,000- 
B) 

Cover title. 
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Title: Public Health Service grants policy statement for Ap- 
palachian health demonstration program. III. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (OS) 77-50,000-B. 
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NATIONAL INSTITUTES OF HEALTH 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


77-16268 


HE 20.3002:An 5/2 


United States. National Institute of Health. 


NIH Animal Center. — [Bethesda, Md.] : Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitute of Health, [1977] 

20014 

[4] p. : ill. ; 22 cem.— (DHEW publication ; no. (NIH) 
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ing. 2. United States. National Institutes of Health. Animal 
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Education, and Welfare. DHEW publication ; no. (NIH) 77- 
86 
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HE 20.3002:C 81 
United States. National Institutes of Health. 

Risk factors in coronary disease. — [Bethesda, Md] : Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, [19777] 

20014 

folder (6 p.) ; 27 cm. — (DHEW publication ; no. (NIH) 
77-1217) 

At head of title: Fact sheet. 

Prepared by Public Inquiries and Reports Branch, OPEC, 
National Heart, Lung, and Blood Institute. 

Includes lists of publications with order form. 
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HE 20.3008:T 83/bk.6 

Self-instructional manual for tumor registrars / originally 
prepared for the Louisiana Regional Medical Program, 
revised by SEER Program, Biometry Branch, National 
Cancer Institute; editor in chief, Evelyn M. Shambaugh. — 
Bethesda, Md. : Dept.of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Cancer Institute, Biometry Branch, SEER Program, 1975- 
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22014 

v. ; 28 cm. — (DHEW publication ; no. (NIH) 77-1448) 

Includes index. 

Contents: bk. 6. Classification for extent of disease. 
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pbk. 
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Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (NIH) 77-1448. 
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HE 20.3013/4:976 


United States. National Institutes of Health. 


Research and development contracts. [Bethesda, Md.] 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health; Washington, for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

23 cm. (DHEW publication ; no. (NIH) 77-1044) 
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Report covers fiscal year 1976 and transition quarter 
funds. 

Tables. 

Annual. 
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Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Supersedes in part: Public Health Service grants and 
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1. Research and development contracts — United States. 
2. Medical research — United States. 3. United States. Na- 
tional Institutes of Health. I. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 77-1044. 
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OCLC 2489499 
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Scientific directory and annual bibliography. Bethesda, Md., 


Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health, Division of Scientific Re- 
ports; Washington, for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
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1956- 

Spine title: Directory-Bibliography - National Institutes of 
Health 

1956-57 issued by the Institutes’ Scientific Reports Branch; 
-74, Office of Information. 

1977. 
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“Material in the volume is arranged by components, with 
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Annual. 
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ries. 2. Medicine — Bibliography — Periodicals. 3. Biologi- 
cal chemistry — Bibliography — Periodicals. I. United 
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Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 77-4. 
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23 cm. (DHEW publication ; no. (NIH) 77-10) 

1969- 
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NATIONAL CANCER INSTITUTE 
Health, Education, and Welfare Dept. 
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United States. National Cancer Institute. 


National Cancer Institute accomplishments of benefit to 
people since 1971. — Rev. 1977. —[Bethesda, Md.] : Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Cancer Institute, 
1976. 

20014 

27, [3] p. ; 24 cm. — (DHEW publication ; no. (NIH) 76- 
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Issued June 1977. 

Includes index. 
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International Cancer Research Data Bank Program. 


Directory of cancer research information resources / a ser- 
vice of the International Cancer Research Data Bank. — 
[Bethesda, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Cancer Institute, 1977] 
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Bibliography: p. 221-226. 
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Health, Education, and Welfare Dept. 
Bethesda, MD 20014 
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National High Blood Pressure Education Program. 


Guidelines for educating nurses in high blood pressure con- 
trol. — [Bethesda, Md.] : Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Heart, Lung, and Blood Institute, National High 
Blood Pressure Education Program, [1977?] 
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24 p. ; 28 cm.— (DHEW publication ; no. (NIH) 77- 
1241) 

“Based on the report of the Task Force on the Role of 
Nursing in High Blood Pressure Control”. 

Bibliography: p. 21-23. 
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National Heart, Lung, and Blood Institute. II. Title. Ill. 
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fare. DHEW publication ; no. (NIH) 77-1241. 
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HE 20.3212:976 
HE 20.3212:977 
National Heart, Lung, and Blood Institute. 

Subject index of current research grants and contracts ad- 
ministered by the National Heart, Lung and Blood Institute. 
[Washington] Dept. of Health, Education and Welfare, 
Public Health Service, National Institutes of Health. 

28 cm. (DHEW publication ; no. (NIH) 77-705) 

Aug. 1976; Feb. 1977. 
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NATIONAL INSTITUTE OF ALLERGY AND 
INFECTIOUS DISEASES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 
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HE 20.3252:M 75/977 
United States. National Institute of Allergy and Infectious Dis- 
eases. Office of Research Reporting and Public Response. 

Mononucleosis. — Bethesda, Md. : Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Institute of Allergy and Infectious Dis- 
eases, Office of Research Reporting and Public Response, 
1977. 

20014 

[4] p. ; 27 cm. — (Infectious diseases research) (DHEW 
publication ; no. (NIH) 77-142) 

Cover title. 

Issued July 1977. 
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77-16279 
HE 20.3317:975 
Diabetes Mellitus Coordinating Committee. 

Annual report to the Director, National Institutes of 
Health. [Bethesda, Md.] Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
Diabetes Mellitus Coordinating Committee. 

28 cm. (DHEW publication ; no. (NIH) 76-1159) 

Ist- 1974- 

Spine title: Diabetes Mellitus Coordinating Committee an- 
nual report to the Director, National Institutes of Health 

Report covers fiscal year 1975. 

Comprises a compilation of agency programs and missions 
related to diabetes. 
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AND HUMAN DEVELOPMENT 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 
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HE 20.3352:In 3/4/no.7 
Research Planning Workshops on the Sudden Infant Death Syn- 
drome. Bethesda, Md., Dept. of Health, Education, and Wel- 
fre, Public Health Service, National Institutes of Health. 

20014 

24 cm. (DHEW publication ; no. (NIH) 76-1013) 

1- 1972- 

Distinctive title: Recognition of infants at risk 

Sponsored by National Institute of Child Health and 
Human Development, Perinatal Biology and Infant Mortality 
Branch. 

No. 7, Feb. 19-20, 1974. 

Each issue has distinctive title. 

No. | preceded by an unnumbered issue without distinctive 
title called Research Planning Workshop on the Sudden In- 
fant Death Syndrome, August 16, 1971, Bethesda, Maryland. 
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Key Title: Research Planning Workshop on the Sudden In- 
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(NIH) 76-1013. [DNLM 1. Sudden Infant Death — con- 
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United States. National Institute of Child Health and Human 
Development. Perinatal Biology and Infant Mortality Branch. 

Metabolic factors / Robert W. Winters, scientific editor. — 
[Bethesda, Md.] : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Institute of Child Health and Human Development, Perinatal 
Biology and Infant Morality Branch, [19777] 

vi, 25 p. ; 24 cm. — (DHEW publication ; no. (NIH) 77- 
1026) 

On cover: Research planning workshops in the sudden in- 
fant death syndrome. 

Workshop held Mar. 7-9, 1976, Bethesda, Md. 
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NATIONAL INSTITUTE OF DENTAL 
RESEARCH 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


77-16282 
HE 20.3402:B 52 
The relevance of biomedical engineering to dentistry 

proceedings of the workshop held at the National Institutes 
of Health, Bethesda, Maryland, February 2-4, 1976 / edited 
by Ernst Attinger, Paul Parakkal. — Bethesda, Md : Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health ; Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 
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Includes bibliographies. 
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States. National Institutes of Health. IV. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (NIH) 77-1198. 
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HE 20.3402:T 68/976 


United States. National Institute of Dental Research. 


Trainees and fellows supported by the National Institute of 
Dental Research and trained during fiscal year. Bethesda, 
Md., Dept. of Health, Education, and Welfare, National In- 
stitutes of Health, National Institute of Dental Research, 
Dental Research Data Officer. 

27 cm. 

1968- 

Report covers fiscal year 1976. 

Separate listings of trainees and fellows given grants and 
awards. Purpose is to aid administrators and investigators in 
identifying and locating young scientific talent that may be 
recruited for programs or careers in dental research. 
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Continues: Trainees and fellows supported by the National 
Institute of Dental Research 

1. Dentistry — Scholarships, fellowships, etc. — United 
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Reference Books, — Medical. 4. Research Support — U. S. 
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Dental — U. S. — directories. WU 22 AAI T7] 


OCLC 2791423 


NATIONAL INSTITUTE OF NEUROLOGICAL 
AND COMMUNICATIVE DISORDERS AND 
STROKE 
Health, Education, and Welfare Dept. 


Bethesda, MD 20014 


77-16284 
HE 20.3502:An 8/2 
Workshop on Antiepileptic Drug Development, Arlington, Va., 
1977. 

Workshop on Antiepileptic Drug Development, April 15, 
1977, Arlington, Virginia / sponsored by the Commission for 
the Control of Epilepsy and Its Consequences (P.L. 94-63). 
— (Bethesda, Md.] : Dept. of Health, Education, and Wel- 
fare, Public Health Service, National Institutes Health, Na- 
tional Institute of Neurological and Communicative Disorders 
and Stroke, 1977. 

20014 

73 p. ; 27 cm. — (DHEW publication ; no. (NIH) 77-185) 

Edited transcript. 
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HE 20.3602:G 76/2 
United States. National Library of Medicine. 

Grant programs of the National Library of Medicine : ex- 
tramural programs. — [Bethesda, Md.] Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitutes of Health, [19777] 

20014 

folder (9 p.) ; 10 x 21 cm.— (DHEW publication ; no. 
(NIH) 77-260) 
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HE 20.3614/2:76-38 
Pothier, P E 
Neonatal drug addiction : January 1974 through November 
1976, 83 citations / prepared by P.E. Pothier. — [ Bethesda, 
Md.] Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Libra- 


ry of Medicine, [19777] 
20014 
9 p. ; 27 cm. (Literature search ; no. 76-38) 
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National Library of Medicine. Literature search ; no. 76-38. 
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77-16287 
HE 20.3614/2:76-39 
Pothier, P E 
Untoward effects of talc : January 1974 through November 
1976, 33 citations / prepared by P.E. Pothier. — [ Bethesda, 
Md.} Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Libra- 
ry of Medicine, [19777] 
20014 
4 p. ; 27 cm. — (Literature search ; no. 76-39) 
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HE 20.3614/2:77-1 


Pothier, P E 


Guillain-Barre syndrome January 1975 through June 
1977, 108 citations / prepared by P.E. Pothier. — [ Bethesda, 
Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Libra- 
ry of Medicine, [1977?] 
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7 p. ; 27 cm. — (Literature search ; no. 77-1) 
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HE 20.3614/2:77-2 


Pothier, P E 


Mammography : January 1975 through June 1977, 282 
citizens / prepared by P.E. Pothier. —[Bethesda, Md.] : 
Dept. of Health, Education, and Welfare, Public Health Ser- 
vice, National Institutes of Health, National Library of 
Medicine, [1977?] 
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1. Breast — Radiography — Bibliography. I. United States. 
National Library of Medicine. II. Title. Ill. Series: United 
States. National Library of Medicine. Literature search ; no. 
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OCLC 3286144 


77-16290 


HE 20.3614/2:77-3 


Pothier, P E 


Dietary fiber : January 1975 through June 1977, 222 cita- 
tions / prepared by P.E. Pothier. — [Bethesda, Md.] : Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Library of Medicine, 
[1977?] 
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12 p. ; 27 cm. — (Literature search ; no. 77-3) 

““Upates L.S. 75-15.” 

@ltem 508-H-1 

pbk. 
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tent — Bibliography. I. United States. National Library of 
Medicine. Il. Title. Ill. Series: United States. National 
Library of Medicine. Literature search ; no. 77-3. 
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HE 20.3617/2:8 


Current bibliography of epidemiology; a guide to the literature 


of epidemiology, preventive medicine, and public health. 
Bethesda, Md., Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Library of Medicine; Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
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31 cm. (DHEW publication ; no. (NIH) 77-446) 

Issued in 12 monthly issues and annual cumulation 

$21.00 

v. 1- 1969- 

Issued 1969-71 by the American Public Health Associa- 
tion; 1972- by the National Library of Medicine 
(cosponsored by the American Public Health Association). 

Issued 1972- in DHEW publication no. (NIH) series. 

v. 8, 1976. 
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JOHN E. FOGARTY INTERNATIONAL 
CENTER FOR ADVANCED STUDY IN THE 
HEALTH SCIENCES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


77-16292 
HE 20.3712:975 
HE 20.3712:976 
John E. Fogarty International Center for Advanced Study in 
the Health Sciences. International Cooperation and Geo- 
graphic Studies Branch. 

Statistical reference book of international activities. 
[Bethesda, Md.] Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health. 

ill. 15 x 19 cm. (DHEW publication ; no. (NIH) 76-64) 
(DHEW publication ; no. (NIH) 77-64) 

1968/69- 

Cover title: National Institutes of Health _ statistical 
reference book of international activities 

Issued 1970-71 by the Program Analysis and Development 
Branch, Fogarty International Center. 

Report for 1976 prepared by the International Cooperation 
and Geographic Studies Branch, Fogarty International Center 
and the Division of Research Grants. 

Reports cover fiscal years 1975 and 1976. 

Chiefly tables. 

Annual. 
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HE 20.3714:7 
Marshall, Carter L 

Toward an educated health consumer : mass communica- 
tion and quality in medical care / by Carter L. Marshall. — 
Bethesda, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1977. 
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xii, 63 p. : graphs ; 27 cm.— (Fogarty International 
Center series on the teaching of preventive medicine ; v. 7) 
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A report of conferences sponsored by the John E. Fogarty 
International Center for Advanced Study in the Health 
Sciences. 

Includes bibliographical references and index. 
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FOOD AND DRUG ADMINISTRATION 
Health, Education, and Welfare Dept. 
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77-16294 
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Selected technical publications. Washington, Dept. of Health, 


Education, and Welfare, [Public Health Service], Food and 
Drug Administration. 

ill. 27 cm. 

Cover title. 

No. 21, Jan.-June 1975. 

Includes bibliographical references and indexes. 

This volume represents the results of the FDA research 
programs for the second six months of FY 1975. 

Semiannual. 
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HE 20.5002:J 57 
United States. Health Services Administration. 

Job directory. — [Rockville, Md. : Dept. of Health, Educa- 
tion, and Welfare], Public Health Service, Health Services 
Administration, 1977. 

20857 

[12] p. ; 23 x 10 cm. — (DHEW publication ; no. (HSA) 
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COMMUNITY HEALTH SERVICES BUREAU 
Health, Education, and Welfare Dept. 
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77-16296 
HE 20.5102:C 73/976 
Promoting community health. Rockville, Md., Dept. of Health, 
Education, and Welfare, Public Health Service, Health Ser- 
vices Administration, Bureau of Community Health Services; 
Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
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States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (HSA) 77-5000. 
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77-16297 
HE 20.5102:R 88/2 
United States. Health Services Administration. Bureau of Com- 
munity Health Services. 

The PHS rural health initiative. — Rockville, Md. : Dept. 
of Health, Education, and Welfare, Public Health Service, 
Health Services Administration, Bureau of Community 
Health Services ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977. 
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1. Rural health services. I. Title. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW 
publication ; no. (HSA) 77-5302. 
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HEALTH RESOURCES ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20852 


77-16298 
HE 20.600 1/4:976 
United States. Health Resources Administration. Division of 
Long-Term Care. 

Annual report - Division of Long-Term Care. [Rockville, 
Md.] Dept. of Health, Education, and Welfare, Public Health 
Service, Health Resources Administration. 

23 cm. (DHEW publication ; no. (HRA) 77-627) 

The Division was previously a component of the National 
Center for Health Services Research in the Health Services 
and Mental Health Administration. 

Report covers fiscal year 1976. 

Annual. 
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HE 20.6016:H 34/3 
Miller and Byrne, inc. 

Coordination of health and human resources planning : an- 
notated bibliography [sic] / prepared by [Miller and Byrne, 
inc. — [Rockville, Md.] : Dept. of Health, Education, and 
Welfare, Public Health Service, Health Resources Adminis- 
tration, Office of Planning, Evaluation and Legislation, 1977. 
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HE 20.6209:10/116 
United States. National Center for Health Statistics. 

Persons hospitalized by number of episodes and days 
hospitalized in a year, United States, 1972. — Hyattsville, 
Md. : Dept. of Health, Education, and Welfare, Public Health 
Service, Health Resources Administration, National Center 
for Health Statistics ; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977. 
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Data from the National Health Survey ; no. 116) (DHEW 
publication ; no. (HRA) 77-1544) 

Authors: Mary H. Wilder and Claudia S. Moy. 

Issued Aug. 1977. 

Chiefly tables. 

Includes bibliographical references. 
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United States. National Center for Health Statistics. 

Hospital and surgical insurance coverage, United States, 
1974. — Hyattsville, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, Health Resources Adminis- 
tration, National Center for Health Statistics ; Washington : 
for sale by the Supt. of Docs., U.S. Govt., Print. Off., 1977. 
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iii, 48 p. ; 26 cm. — (Vital and health statistics : Series 10, 
Data from the National Health Survey ; no. 117) (DHEW 
publication ; no. (HRA) 77-1545) 

Author: Charles S. Wilder. 

Issued Aug. 1977. 

Chiefly tables. 
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United States. Office of Water Data Coordination. 


Index to stations in coastal areas from the Catalog of infor- 
mation on water data : [Gulf Coast, coastal counties in water 
resources regions 03 (partial), 08, 12, and 13] — Reston, Va. 
: Dept. of the Interior, Geological Survey, Office of Water 
Data Coordination, 1977. 
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214 p. in various pagings : maps ; 20 x 27 cm. 

At head of title on cover: Gulf coast, coastal counties in 
water resources regions 03 (partial), 08,12, and 13. 

Chiefly tables. 

Drawn from catalog of information on water data, this spe- 
cial report is one of four separate volumes which present in- 
formation respectively for Gulf coast Atlantic coast 
(including Puerto Rico), Pacific coast (including Alaska, 
Hawaii, and other Pacific Islands), and Great Lakes. and 
Great Lakes. 

Each vol. consists of 3 pts. : pt. A. Streamflow and stage.— 
pt. B. Quality of surface water.—pt. C. Quality of ground 
water. 

@ltem 621 

pbk. 

1. Water-supply — Gulf coast (United States) — Directo- 
ries. 2. Coastal zone management — Gulf Coast (United 
States) — Directories. I. Title. Il. Title: Gulf coast, coastal 
counties in water resources regions 03 (partial), 08, 12, and 
13. Ill. Title: Catalog of information on water data, index to 
Stations in coastal areas. 


OCLC 3283963 
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Cory, Robert L 


Water quality in Rhode River at Smithsonian Institution 
Pier near Annapolis, Maryland January 1974 through 
December 1975 / by Robert L.Cory. — Edgewater, Md. : 
Dept. of the Interior, Geological Survey, Water Resources 
Division, 1977. 


January 1977. 

Chiefly tables. 

Bibliography: p. 21-22. 
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Md. I. United States. Geological Survey. II. Title. III. Se- 
ries: United States. Geological Survey. Water resources in- 
vestigations ; 77-20. 
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United States. Office of Water Data Coordination. 


Index to stations in coastal areas from the Catalog of infor- 
mation on water data : [Atlantic coast, coastal counties in 
water resources regions 01, 02, 03 (partial) and 21] — 
Reston, Va. : Dept. of the Interior, Geological Survey, Office 
of Water Data Coordination, 1977. 
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289 p. in various pagings : maps ; 20 x 27 cm. 

At head of title on cover: Atlantic coast, coastal counties 
in water resources regions 01, 02, 03 (partial) and 21. 

Chiefly tables. 

Drawn from catalog of information on water data, this spe- 
cial report is one of four separate volumes which present in- 
formation respectively for Atlantic coast (including Puerto 
Rica), Gulf coast, Pacific coast (Alaska, Hawaii, and other 
Pacific Islands, Great Lakes. 

Each vol. consists of 3 pts. : pt. A. Streamflow and stage.— 
pt. B. Quality of surface water.—pt. C. Quality of ground 
water. 
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Directories. 2. Coastal zone management — Atlantic coast 
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(partial) and 21. Ill. Title: Catalog of information on water 
data, index to stations in coastal areas. 
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United States. Office of Water Data Coordination. 


Index to stations in coastal areas from the Catalog of infor- 
mation on water data : [Great Lakes, coastal counties in 
water resources region 04] — Reston, Va. : Dept. of the In- 
terior, Geological Survey, Office of Water Data Coordina- 
tion, 1977. 
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131 p. in various pagings : maps ; 20 x 27 cm. 

At head of title on cover: Great Lakes, coastal counties in 
water resources region 04. 

Chiefly tables. 

Drawn from catalog of information on water data, this spe- 
cial report is one of four separate volumes which present in- 
formation respectively for Great Lakes, Atlantic coast 
(including Puerto Rico), Gulf coast, and Pacific coast 
(including Alaska, Hawaii, and other Pacific Islands). 

Each vol. consists of 3 pts. : pt. A. Streamflow and stage.— 
pt. B. Quality of surface water.—pt. C. Quality of ground 
water. 
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1. Water-supply — Great Lakes — Directories. 2. Coastal 
zone management — Great Lakes — Directories. I. Title. 
Il. Title: Great Lakes, coastal counties in water resources re- 
gion 04. Ill. Title: Catalog of information on water data, 
index to stations in coastal areas. 
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United States. Office of Water Data Coordination. 

Index to stations in coastal areas from the Catalog of infor- 
mation on water data : [Pacific coast, coastal counties in 
water resources regions 17, 18, 19, and 20] — Reston, Va. : 
Dept. of the Interior, Geological Survey, Office of Water 
Data Coordination, 1977. 

22092 

301 p. in various pagings : maps ; 20 x 27 cm. 

At head of title on cover: Pacific coast, coastal counties in 
water resources regions 17, 18, 19 and 20. 

Chiefly tables. 

Drawn from catalog of information on water data, this spe- 
cial report is one of four separate volumes which present in- 
formation respectively for Pacific coast (including Alaska, 
Hawaii, and other Pacific Islands, Atlanticcoast (including 
Puerto Rico), Great Lakes and Gulf coast. 

Each vol. consists of 3 pts. : pt. A. Streamflow and stage.— 
pt. B. Quality of surface water.—pt. C. Quality of ground 
water. 
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1. Water-supply — Pacific coast (United States) — Directo- 
ries. 2. Coastal zone management — Pacific coast (United 
States) — Directories. I. Title. II. Title: Pacific coast, 
coastal counties in water resources regions 17, 18, 19 and 
20. Ill. Title: Catalog of information on water data, index to 
Stations in coastal areas. 
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United States. Bureau of Reclamation. 
Colorado River system consumptive uses and losses report, 
1971-75. — [Washington] : Dept. of the Interior, Bureau of 
Reclamation, 1977. 


20240 

viii, 38 p. : map ; 26 cm. 

Prepared pursuant to Colorado River Basin project act of 
1968, Public Law 90-537, which directs Secretary of the In- 
terior to make reports as to annual consumptive uses and 
losses of water from Colorado River System after each suc- 
cessive five-year period starting Oct. 1, 1970. 
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1. Water consumption — Southwestern States. 2. Water- 
supply — Southwestern States. 3. Colorado River. I. Title. 
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Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, Pittsburgh, Pa. 15213 
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I 28.2:M 66/11 
United States. Bureau of Mines. 
Mining technology research. — Washington : Dept. of the 
Interior, Bureau of Mines, 1976. 
20241 
23'p. : @&. ; 27 cm. 
Cover title. 
Issued Feb. 1976. 
pbk. 
1. Mining engineering. 2. Mining research — United 
States. 3. Mine safety. I. Title. 


OCLC 3289956 
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Droullard, Robert F 

Continuous working-level measurements using alpha or 
beta detectors / by Robert F. Droullard and Robert F. Holub. 
— [Washington] : Dept. of the Interior, Bureau of Mines, 
1977. 

20241 

[3], 14 p. : ill. ; 26 cm. — (Report of investigations - Bu- 
reau of Mines ; 8237) 

Bibliography: p. 14. 
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1. Radioactivity ——- Measurement. 2. Uranium mines and 
mining — Hygienic aspects. 3. Radioactivity — Instruments. 
4. Mine safety — Equipment and supplies. I. Holub, Robert 
F , joint author. II. United States. Bureau of Mines. III. 
Title. IV. Series: United States. Bureau of Mines. Report of 
investigations - Bureau of Mines ; 8237. 
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I 28.23:8226 r 
Steidl, Peter F 
Geology and methane content of the upper Freeport 
coalbed in Fayette County, Pa. / by Peter F. Steidl. — 
[Washington] ; Dept. of the Interior, Bureau of Mines, 1977. 
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{3], 17 p. : ill, maps, diagrs. ; 27 cm.— (Report of in- 
vestigations - Bureau of Mines ; 8226 r) 

Bibliography: p. 15-16. 

Includes appendix. 
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Methane. 3. Mine gases. I. United States. Bureau of 
Mines. Il. Title. Ill. Series: United States. Bureau of 
Mines. Report of investigations - Bureau of Mines ; 8226 r. 


OCLC 3268814 


77-16398 
I 28.23:8236 
In situ leaching research in a copper deposit at the Emerald Isle 
mine / by Dennis V. D’Andrea ... [et al.]. — [Washington] : 
Dept. of the Interior, Bureau of Mines, 1977. 

20241 

[2], ii, 43 p. : ill., maps ; 26 cm. — (Report of investiga- 
tions - Bureau of Mines ; 8236) 

Bibliography: p. 42-43. 
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Cervik, Joseph 
Water infusion of coalbeds for methane and dust control / 
by Joseph Cervik, Albert Sainato, and Maurice Deul. — 
[Washington] : Dept. of the Interior, Bureau of Mines, 1977. 
20241 
{2], ti, 27 p. : ill. ; 26 cm. — (Report of investigations - 
Bureau of Mines ; 8241) 
Bibliography: p. 26-27. 
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1. Coal mines and mining — Dust control. 2. Methane. 
3. Coal mines and mining — Water-supply. I. Sainato, Al- 
bert, joint author. [I. Deul, Maurice, joint author. III. 
United States. Bureau of Mines. IV. Title. V. Series: 
United States. Bureau of Mines. Report of investigations -Bu- 
reau of Mines ; 8241. 
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77-16400 
I 28.23:8242 
Litton, Charles D 
Principles of ionization smoke detection : development of a 
new sensor for combustion-generated submicrometer particu- 
lates / by Charles D. Litton and Martin Hertzberg. — 
[Washington] ; Dept. of the Interior, Bureau of Mines, 1977. 
20241 
[3], 21 p. : ill, diagrs. ; 26 cm.— (Report of investiga- 
tions - Bureau of Mines ; 8242) 
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1. Mine fires — Prevention and control. 2. Fire detectors. 
I. Hertzberg, Martin, joint author. II. United States. Bureau 
of Mines. Ill. Title. IV. Series: United States. Bureau of 
Mines. Report of investigations - Bureau of Mines ; 8242. 


OCLC 3268703 
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Haynes, B W 


Metals in the combustible fraction of municipal solid waste 
/ B. W. Haynes, S. L. Law, and W. J. Campbell. — 
[Washington] ; Dept. of the Interior, Bureau of Mines, 1977. 

20240 

(3], 16 p. : diagrs. ; 26 cm. — (Report of investigations - 
Bureau of Mines ; 8244) 

Bibliography: p. 16. 
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1. Waste products as fuel. 2. Recycling (Waste, etc.) 3. 
Refuse as fuel. 4. Trace elements. I. Law, Stephen L , 
joint author. II. Campbell, William Joseph, 1926- , joint 
author. Ill. United States. Bureau of Mines. IV. Title. V. 
Series: United States. Bureau of Mines. Report of investiga- 
tions - Bureau of Mines ; 8244. 
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Elder, Curtis H 


Geology and gas content of coalbeds in vicinity of Bureau 
of Mines, Bruceton, Pa. / by Curtis H. Elder, and M. C. Irani. 
— [Washington] : Dept. of the Interior, Bureau of Mines, 
1977. 

20241 

[3], 22 p. : graphs, maps ; 27 cm. — (Report of investiga- 
tions - Bureau of Mines ; 8247) 

Bibliography: p. 20. 
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1. Coal — Geology — Pennsylvania — Bruceton region. 2. 
Mine gases. I. Irani, Meherwan C, joint author. II. United 
States. Bureau of Mines. Ill. Title. IV. Series: United 
States. Bureau of Mines. Report of investigations - Bureau of 
Mines ; 8247. 


OCLC 3285473 
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Jayaraman, Natesa I 


Dust control on a longwall face with a shearer-mounted 
dust collector / by Natesa I. Jayaraman and Dennis Grigal. — 
[Washington] : Dept. of the Interior, Bureau of Mines, 1977. 

20241 

[3], 10 p. : ill. ; 26 cm. — (Report of investigations - Bu- 
reau of Mines ; 8248) 

Includes bibliographical references. 
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machinery. I. Grigal, Dennis, joint author. II. United 
States. Bureau of Mines. Ill. Title. IV. Series: United 
States. Bureau of Mines. Report of investigations - Bureau of 
Mines ; 8248. 
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Safety recommendations for ammonium nitrate-based blasting 
agents / by G. H. Damon ... [et al.]. — Revision of Informa- 
tion circular 8179. — [Washington] : Dept. of the Interior, 
Bureau of Mines, 1977. 

20241 

[2], ii, 31 p. ; 27 cm. — (Report of investigations - Bureau 
of Mines ; 8746) 

Bibliography: p. 23-26. 
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1. Ammonium nitrate. 2. Explosives. 3. Blasting. I. 
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Mines. Ill. Series: United States. Bureau of Mines. Report 
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Heady, Howard H 
Assaying ores, concentrates, and bullion / by H. H. Heady 
and K. G. Braodhead. — Revision of Information circular 
: Dept. of the Interior, Bureau of 


7695. — [Washington] 
Mines, 1977. 

20241 

(3], 26 p. ; 27 cm.— (Information circular - Bureau of 
Mines ; 8714 r) 

Bibliography: p. 11. 
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1. Assaying. 2. Ores— United States — Assaying. 3. 
Precious metals— United States— Analysis. 4. Testing 
laboratories — United States. I. Broadhead, Kenneth G, 
joint author. II. United States. Bureau of Mines. III. Title. 
IV. Series: United States. Bureau of Mines. Information cir- 
cular - Bureau of Mines ; 8714 r. 


OCLC 3285560 
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I 28.27:8738 
Secor, Edwin S 

Coal recovery from bituminous coal surface mines in the 
eastern United States : a survey / by Edwin S. Secor ... [et 
al.].— [Washington ] : Dept. of the Interior, Bureau of 
Mines : for sale by the Supt. of the Docs., U.S. Govt. Print. 
Off., 1977. 

20402 

[3], 14 p. : ill. ; 26 cm. — (Information circular - Bureau 
of Mines ; 8738) 

Issued 1977. 
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1. Coal mines and mining — United States. 2. Bituminous 
coal — United States. 3. Strip mining — United States. I. 
United States. Bureau of Mines. Il. Title. III. Series: 
United States. Bureau of Mines. Information circular - Bu- 
reau of Mines ; 8738. 
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77-16407 
I 28.27:8740 
Olson, James J 
Mechanized longwall mining : a review emphasizing foreign 
technology / by James J. Olson and Sathit Tandanand. — 
[Washington] : Dept. of the Interior, Bureau of Mines : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
20402 
{2], iv, 201 p. : ill. ; 26 cm. — (Information circular - Bu- 
reau of Mines ; 8740) 
Includes bibliographies. 
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Mining engineering — Bibliography. I. Tandanand, Sathit, 
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IV. Title: Longwall mining. V. Series: United States. Bureau 
of Mines. Information circular - Bureau of Mines ; 8740. 
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I 28.27:8747 
Oitto, Richard H 

Moving longwall shield supports at the York Canyon mine, 
Raton, N. Mex. / by Richard H. Oitto, David W. Wisecarver, 
and William E. Sikes. — [Washington] : Dept. of the Interior, 
Bureau of Mines, 1977. 

20241 

[3], 19 p. : ill. ; 26 cm. — (Information circular - Bureau 
of Mines ; 8747) 

Performed jointly by Bureau of Mines and Kaiser Steel 
Corporation. 
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1. Coal mines and mining — New Mexico— Raton. 2. 
Mining engineering. 3. Mine timbering. I. Wisecarver, 
David W , joint author. II. Sikes, William E , joint author. 
Ill. United States. Bureau of Mines. IV. Kaiser Steel Cor- 
poration. V. Title. VI. Series: United States. Bureau of 
Mines. Information circular - Bureau Mines ; 8747. 
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Bureau of Mines Technology Transfer Seminar, Tucson, Ariz. 

Metal mine fire protection research : proceedings, Bureau 
of Mines Technology Transfer Seminar, Tucson, Ariz., March 
18, 1977 / compiled by staff—Mining Research. — 
[Washington] : Dept. of the Interior, Geological Survey, 
1977. 

20240 

[2], iii, 51 p. : ill., diagrs. ; 27 cm. — (Information circular 
- Bureau of Mines ; 8752) 
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Washington, DC 20240 
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I 29.2:En 2 
Fear, Gene 
Where did the energy go ? : fatigue, exhaustion / Gene 
Fear ; Survival Education Association. — [Washington] 
Dept. of Interior, National Park Service, [19777]. 
20240 
folder (6 p.) : ill. ; 22 x 10 cm. 
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1. Fatigue 2. Vitality I. United States. National Park 
Service. Il. Survival Education Association. III. Title. 
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1 29.2:Y 8/2 
Cullen, Joseph P. 

October nineteenth, seventeen eighty-one victory at 
Yorktown : the story of the last campaign of the American 
Revolution / by Joseph P. Cullen. — Washington : Dept. of 
the Interior, National Park Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1976. 

20402 

[1], 37 p. : col. ill. on cover, maps ; 26 cm. — (NPS publi- 
cation ; 174) 

Cover is made of folded 26 x 65 cm. colored details form 
Louis-Nichols van Blarenbeghe’s two paintings: Seige of 
Yorktown and Surrender of Yorktown. 

Bibliography: p. 37. 

Includes list of book for further reading. 
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1. Yorktown, Va.— Siege, 1781. I. Van Blarenbeghe, 
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United States. National Park Service. 

Grand Canyon [National Park, Arizona] — [Washington] : 
Dept. of the Interior, National Park Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 
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[2] p. : ill, maps ; 47 x 61 cm. fold. to 24 x 11 cm. 
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1. Grand Canyon National Park. I. Title. 
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United States. Commission on Fine Arts. 

Georgetown historic waterfront, Washington, D.C. : a 
review of canal and riverside architecture. — 1974 edition, 
edited by William Bogan. — [Washington] : Commission on 
Fine Arts : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1974, 1977 printing. 
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96 p. : ill., maps ; 24 cm. 

Original 1968 brochure written by Constance W. Werner, 
Urban Planner, from research by Daniel D. Reiff, Architec- 
tural Historian, and architectural analyses by William R. 
Gwin, Architect. 

Prepared in cooperation with Office of Archelolgy and 
Historic Preservation, National Park Service. 

Bibliography: p. 86, 88-92. 
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Defense Mapping Agency. Topographic Center. 

French Guiana : official standard names approved by the 
United States Board on Geographic Names / prepared by the 
Defense Mapping Agency Topographic Center. — Washing- 
ton : Dept. of the Interior, Board on Geographic Names, 
1974. 

{2], v, 62 p. : map ; 21 x 27 cm. 

“Official standard names gazetteer.” 

May 1974. 
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1. French Guiana — Gazetteers. I. United States. Board 
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Defense Mapping Agency. Topographic Center. 

Liberia : official standard names approved by the United 
States Board on Geographic Names / prepared by the 
Defense Mapping Agency Topographic Center.— 2d ed., 
1976. — Washington : Dept. of the Interior, Board on Geo- 
graphic Names, 1976. 

6500 Brookes Lane, 20315, Attention, Geographic Names 
Division, 50400 

[2], iv, 167 p. : map ; 21 x 28 cm. 

“Official standard names gazetteer.” 
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“STOCK NO. GAZGNLIBERIA.” 

November 1976. 
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Defense Mapping Agency. Topographic Center. 

Yemen Arab Republic : official standard names approved 
by the United States Board on Geographic Names / prepared 
by the Defense Mapping Agency Topographic Center. — 
Washington : Dept. of the Interior, Board on Geographic 
Names, 1976. 

6500 Brookes Lane, 20315, Attention, Geographic Names 
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“Official standard names gazetteer” 
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I 49.2:St 8/2/pt.A/case P 

Assessment of effect of altered stream flow characteristics on 
fish and wildlife : pt. A, Rocky Mountains and Pacific 
Northwest : Pacific Northwest region case studies / by W. 
Nelson ... [et al.] ; Enviro Control, inc. — Fort Collins, Colo. 
: Dept. of the Interior, Fish and Wildlife Service, Office of 
Biological Services , Western Energy and Land Use Team ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976, 1977 printing. 

22161 

ix, 358, [1] p. : graphs, maps ; 27 cm.— (FWS/OBS ; 
76/31) 

Report is one of the seven issued as FWS/OBS series nos. 
76/28-76/34. 

At head of title on cover: Biological Services program. 

Performed for Western Energy and Land Use Team, Office 
of Biological Services under contract no. 14-16-0008-956 
FWS Western Water Allocation project, by Enviro Control, 
Inc. 

PB 263472/AS 

Includes bibliographies. 

December 1976. 
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Northwest : Rocky Mountain region case studies / by W. Nel- 
son ... [et al.] ; Enviro Control, inc. — Fort Collins, Colo. : 
Dept. of the Interior, Fish and Wildlife Service, Office of 
Biological Services , Western Energy and Land Use Team ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976, 1977 printing. 
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At head of title on cover: Biological Services program. 

Performed for Western Energy and Land Use Team, Office 
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FWS Western Water Allocation project, by Enviro Control, 
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Title. 


: Library of 


rights — United States. I. 


OCLC 3262752 


77-16494 
LC 3.4/2:49/2 
United States. Copyright Office. 
Copyright for audiovisual material. — Washington : 
of Congress, Copyright Office, 1977. 


Library 
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20559 

3 p. ; 27 cm. — (Circular ; 49) 

Caption title. 

Issued Aug. 1977. 

@item 802-A 

pbk. 

1. Copyright — United States. 2. Audio-visual materials. 
1. Title. 


OCLC 3262830 


77-16495 
LC 3.4/2:65/2 
United States. Copyright Office. 
Looseleaf publications. — Washington : Library of Con- 
gress, Copyright Office, 1977. 
20559 
{1] p. ; 27 cm. — (Circular ; 65) 
Caption title. 
Issued Aug. 1977. 
@item 802-A 
pbk. 
1. Copyright — United States. I. Title. 


OCLC 3262817 


77-16496 
LC 3.4/2:67/5 
United States. Copyright Office. 
Poems and song lyrics. — Washington : Library of Con- 
gress, Copyright Office, 1977. 
20559 
[1] p. ; 27 cm. — (Circular ; 67) 
Caption title. 
Issued Aug. 1977. 
@ltem 802-A 
pbk. 
1. Copyright — United States. 2. Copyright — Music — 
United States. I. Title. 


OCLC 3262703 


77-16497 
LC 3.4/2:99/2 
United States. Copyright Office. 
Highlights of the new Copyright law. — Washington 
Library of Congress, Copyright Office, 1977. 
20559 
4 p. ; 27 cm. — (Circular ; R99) 
Caption title. 
Issued Aug. 1977. 
@ltem 802-A 
pbk. 
1. Copyright — United States. I. Title. 


OCLC 3262786 


77-16498 
LC 19.2:H 75 
United States. Library of Congress. Division for the Blind and 
Physically Handicapped. 

Home management : a selected list of books that have ap- 
peared in Talking book topics and Braille book review. — 
Washington : Library of Congress, Division for the Blind and 
Physically Handicapped, 1977. 

20542 

v, 35 p. ; 27 cm. & phonodisc (2s. : 8 in. : 8 rpm.). 

Includes index. 

@item 806 

ISBN 0-8444-0236-2 : pbk. 
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1. Blind, Books for the — Bibliography. 2. Talking books 
— Bibliography. 3. Home economics — Bibliography. 4. 
Children — Management — Bibliography. 5. Finance, Per- 
sonal — Bibliography. I. Talking book topics. Il. Braille 
book review. III. Title. 

Z5349.H6U5S4 1977 
(TX147] 

016.64 

OCLC 2835912 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


77-16499 
NAS 1.21:349/2 
Fimmel, Richard O. 

Pioneer odyssey / by Richard O. Fimmel, William Swindell, 
Eric Burgess. — Rev. ed. — Washington : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

xii, 217 p. : ill. ; 29 cm. — (NASA SP ; 396) 

Prepared by the Pioneer Project Staff of Ames Research 
Center and the Optical Sciences Center of the University of 
Arizona. 

“An updating of SP-349 ... in light of further interpreta- 
tions of the Pioneer 10 data coupled with the new data from 
Pioneer 11. 

Includes index. 

Bibliography: p. 209-212. 

@ltem 830-1 

S/N 033-000-00662-4 

pbk. : $9.85 

1. Pioneer (Space probes) 2. Jupiter (Planet) — Observa- 
tions. 3. Imaging systems. I. Swindell, William, joint 
author. Il. Burgess, Eric, joint author. Ill. United States. 
Ames Research Center, Moffett Field, Calif. IV. United 
States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. V. University 
of Arizona. Optical Sciences Center. VI. Title. VII. Series: 
United States. National Aeronautics and Space Administra- 
tion. NASA SP ; 396. 


OCLC 3211441 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


77-16500 
NCU 1.1:976 
United States. National Credit Union Administration. 
Annual report of the National Credit Union Administra- 
tion. Washington, National Credit Union Administration. 
20456 
ill. 26 cm. 
1970- 
1976. 
@ltem 525 
ISSN 0146-6046 
Continues: United States. National Credit Union Adminis- 
tration. Annual report of the Federal credit union program 





December 1977 


1. United States. National Credit Union Administration. 
2. Banks and banking, Cooperative — United States. I. 
Title. 

HG2037.U55b 
353.008/25 
OCLC 2990460 


77-16501 
NCU 1.2:Eq 2/977 
United States. National Credit Union Administration. 

Equal employment opportunity affirmative action plan. 
Summary. Washington, National Credit Union Administra- 
tion. 

20456 

ill. 23 cm. 

Cover title. 

1977/78 

Summary covers plan for fiscal year. 

@ltem 526 

1. United States. National Credit Union Administration. 
2. Affirmative action programs — United States. I. Title. 


OCLC 3319804 


NATIONAL FOUNDATION ON THE ARTS 
AND THE HUMANITIES 
Washington, DC 20506 


77-16502 
NF 2.1:976 
National Endowment for the Arts. 

Annual report - National Endowment for the Arts/National 
Council on the Arts. Washington, National Endowment for 
the Arts, National Council on the Arts. 

20506 

ill. 22 x 28 cm. 

Report covers fiscal year ended June 30, 1976 and transi- 
tion quarter ended Sept. 30, 1976. 

@ltem 831-B-2 

1. National Endowment for the Arts. 2. National Council 
on the Arts. 3. Federal aid to the arts — United States. I. 
National Council on the Arts. II. Title. 


OCLC 2533080 


NATIONAL MEDIATION BOARD 
Washington, DC 20036 


77-16503 
NMB 1.2:R 13/5 
Rehmus, Charles M 
The Railway labor act at fifty : collective bargaining in the 
railroad and airline industries / Charles M. Rehums, editor. 
— Washington : National Mediation Board : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977 
20402 
vi, 301 p. ; 23 cm. 
Contains copyrighted material. 
Includes bibliographical references. 
@ltem 834 
S/N 037-000-0002 1-3 
pbk. : $4.25 


Transportation, the diverse aged. — Washington 


1. Collective bargaining — Railroads — Law and legislation 
— United States—History. 2. Collective bargaining — 
Aeronautics — Law and legislation — United States — Histo- 
ry. I. United States. National Mediation Board. II. Title. 
Ill. Title: Collective bargaining in the railroad and airline in- 
dustries. 


OCLC 3263004 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


77-16504 


NS 1.2:M 33 


NSF/IDOE Effects of Pollutants on Marine Organisms 


Workshop, Sidney, B.C., 1974. 

Effects of pollutants on marine organisms : deliberations 
and recommendations of the NSF/IDOE Effects of Pollutants 
on Marine Organisms Workshop, held in Sidney, British 
Columbia, Canada, August 11-14, 1974 / Patrick L. Parker, 
convener and editor ; David Menzel, host and co-convener. 
— [Washington : National Science Foundation, 19767] 

20550 

46 p.: ill. ; 23 cm. 

Includes appendices. 

Bibliography: p. 41, 44-45. 

pbk. 

1. Marine pollution — Physiological effect — Congresses. 
2. Marine fauna— Congresses. I. Parker, Patrick L_ Il. 
Menzel, David III. United States. National Science Founda- 
tion. Office for the International Decade of Exploration. IV. 
Title. 


OCLC 2586496 


77-16505 


NS 1.2:P 94/4 


United States. National Science Foundation. Division of 


Science Information. 

Program solicitation : improved understanding and more 
productive use of scientific and technical information. — 
Washington : National Science Foundation, Directorate of 
Scientific, Technological and International Affairs, Division 
of Science Information, 1977. 

20550 

9 p. ; 27 cm. — (NSF 76-51) 

Includes appendixes. 

Closing date, April 15, 1977. 

pbk. 

1. Science — Information services. 2. Communication of 
technical information. 3. Technology — Information ser- 
vices. I. Title. II. Title: Improved understanding and 
productive use of scientific and technical information. 


OCLC 3263836 


77-16506 


NS 1.2:T 68/2/no.1 

National 
Science Foundation, Research Applications Directorate, Divi- 
sion of Advanced Productivity Research and Technology : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1976. 
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20402 

v.: ill. ; 27 cm. — (NSF/RA 77-0023) 

Prepared by Andrus Gerontology Center, University of 
Southern California under Grant No. APR 75-21178. 

Authors: Fernando Torres-Gil, Deborah Newquist, Mary 
Simonin. 

Issued May 1976. 

Bibliography: p. 83-84 

Contents: [no. 1] Policy report one. 

@ltem 834-C 

S/N 038-000-003 i 8-6 

pbk. : $2.30 

1. Aged — Transportation — United States. I. Torres-Gil, 
Fernando Il. Newquist, Deborah Ill. Simonin, Mary IV. 
United States. National Science Foundation. Division of Ad- 
vanced Productivity Research and Technology. V. Los An- 
geles. University of Southern California. Andrus Gerontology 
Center. 


OCLC 3269160 


PRESIDENT OF THE UNITED STATES 


77-16507 
Pr 36.8:M 52/R 29/976 
United States. President’s Committee on Mental Retardation. 
MR 76 : mental retardation, past and present. — Washing- 
ton : President's Committee on Mental Retardation : for sale 
by the Supt. of Docs., U.S. Govt. Print Off., 1977. 
20402 
viii, 276 p. : ill. ; 28 cm. — (Century of decision series) 
Assistance furnished by University of South Dakota under 
contract no. 105-74-7301. 
Issued Jan. 1977. 
Includes index. 
@item 851-J 
S/N 040-000-00385-1 
pbk. : $3.50 
1. Mental deficiency — United States. I. South Dakota. 
University. Il. Title. Ill. Title: Mental retardation, past and 
present. IV. Series. 


OCLC 3288927 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


77-16508 
PrEx 1.2:En 2 
United States. Executive Office of the President. Energy Policy 
and Planning. 

The National energy plan : summary of public participa- 
tion. — [Washington] : Executive Office of the President, 
Energy Policy and Planning : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977. 

20402 

iii, 40 p. : ill. ; 24 cm. 

@ltem 850 

S/N 040-000-00383-5 

pkb. : $1.40 

1. Energy policy — United States. I. Title. 


OCLC 3295477 


77-16509 
PrEx 1.10:Af 2 
United States. President's Committee on Employment of the 
Handicapped. 

Affirmative action to employ handicapped people : how 
the new law on Federal contracts affects the em- 
ployer/protects the jobseeker and employee. — Washington : 
President's Committee on Employment of the Handicapped, 
[19747]. 

20210 

[7] p. : ill. ; 28 cm. 

Cover title. 

pbk. 

1. Handicapped — Employment — United States. 2. Dis- 
crimination in employment — United States. 3. Public con- 
tracts — United States. I. Title. 


OCLC 3295343 


77-16510 
PrEx 1.10:C 33 
United States. President’s Committee on Employment of the 
Handicapped. 

Celebrate National Employ the Handicapped Week. — 
Washington : President ’s Committee on Employment of the 
Handicapped, 1977. 

20210 

24 p. : ill. (some col.) ; 30 cm. 

@ltem 766-C 

pbk. 

1. Handicapped — Employment — United States. 
Il. Title: National Employ the Handicapped Week. 


I. Title. 


OCLC 3295550 


77-16511 
PrEx 1.10:C 33/poster 
United States. President's Committee on Employment of the 
Handicapped. 

Celebrate National Employ the Handicapped Week [col. 
poster]. — [Washington : President 's Committee on Employ- 
ment of the Handicapped, 1977]. 

20210 

col. poster ; 58 x 45 cm. 

@ltem 766-C 

pbk. 

1. Handicapped — Employment — United States. 
Il. Title: National Employ the Handicapped Week. 


I. Title. 


OCLC 3295008 


77-16512 
PrEx 1.10:C 99 
Cystic Fibrosis Foundation. 

Respond to workers with cystic fibrosis. — Washington : 
President's Committee on Employment of the Handicapped, 
{19777}. 

20210 

folder (3 p.) ; 23 x 11 cm. 

@ltem 766-C 

pbk. 

1. Cystic fibrosis. 2. Handicapped — Employment — 
United States. I. United States. President's Committee on 
Employment of the Handicapped. Il. Title. 


OCLC 3294985 





December 1977 


77-16513 
PrEx 1.10:Em 7/3 
United States. President’s Committee on Employment of the 
Handicapped. 

Pathways to Employment : recommendations made during 
the Meeting of the President's Committee on the Employ- 
ment of the Handicapped, November 22nd & 23rd 1976, 
Washington, D.C. — Washington : President’s Committee on 
the Employment of the Handicapped, [1977?] 

20210 

[S51] p. : ill. ; 28 cm. 

Cover title. 

@ltem 766-C 

pbk. 

1. Handicapped — Employment — United States. I. Title. 


OCLC 3318419 


77-16514 
PrEx 1.10:P 94 
International Congress on Prosthetics Techniques and Func- 
tional Rehabilitation, 2d, Cannes, France, 1976. 

Second International Congress on Prosthetics Techniques 
and Functional Rehabilitation. — [Washington : President's 
Committee on Employment of the Handicapped, 1977]. 

20210 

101 p. ; 23 cm. 

Cover title. 

@ltem 766-C 

bpk. 

1. Prosthesis — Congresses. 2. Rehabilitation — Con- 
gresses. I. United States. President’s Committee on Employ- 
ment of the Handicapped. II. Title. 


OCLC 3295398 


77-16515 
PrEx 1.10:St 2 
United States. President’s Committee on Employment of the 
Handicapped. Subcommittee on Evaluation of State Rela- 
tions. 

Report of Subcommittee on Evaluation of State Relations 
to President's Committee on Employment of the Han- 
dicapped. — [Washington] : President's Committee on Em- 
ployment of the Handicapped, [9697]. 

20210 

15, [5S] p. ; 27 cm. 

Cover title. 

pbk. 

1. Handicapped — Employment — United States — States. 

. Title. 


OCLC 3295425 


77-16516 
PrEx 1.10:Y 8/2 
United States. President's Committee on Employment of the 
Handicapped. Youth Committee. 

A first year report to the President by the Youth Commit- 
tee. — [Washington] : President’s Committee on Employment 
of the Handicapped, 1970. 

20210 

[12] p. ; 21 cm. 

On cover: Youth involvement, the first step. 

Issued Jan. 1970. 

pbk. 


States. 2. 


a Handicapped — Employment — United 
I. Title. 


Youth volunteers in social service — United States. 
Il. Title: Youth involvement, the first step. 


OCLC 3295280 


77-16517 
PrEx 1.10/7:972-73 
United States. President’s Committee on Employment of the 
Handicapped. 

In our path : a program guide 1972-1973. — Washington : 
President’s Committee on Employment of the Handicapped, 
[19737]. 

20210 

iii, 33 p. ; 24 cm. 

pbk. 

1. Handicapped — Employment — United States. I. Title. 


OCLC 3295316 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


77-16518 
PrEx 2.21:976 
United States. Office of Federal Procurement Policy. 

Report to the Congress - Office of Federal Procurement 
Policy. [Washington], Executive Office of the President, Of- 
fice of Management and Budget, Office of Federal Procure- 
ment Policy; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

24 cm. 

$2.00 

1975- 

Cover title. 

1976. 

@ltem 853-A-2 

S/N 041-001-00151-4 

ISSN 0362-8310 

1. United States. Office of Federal Procurement Policy. 
2. Government purchasing — United States. I. Title. 
JK1673.US6a 
353.007/12 
OCLC 2343378 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


77-16519 
PrEx 3.10/4:W 89/v.2 
United States. Central Intelligence Agency. 

Maps of the world’s nations. — [Washington] : Central In- 
telligence Agency : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1976- 

20402 

v. : col. maps ; 35 cm. 

Issued Jan. 1977. 

Contents: vol.2: Africa. 

@ltem 856-A-1 

S/N 041-015-0083-7 

pbk. : $3.20 


1. Atlases. I. Title. 


2. Africa — Maps. 


OCLC 2226975 
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TELECOMMUNICATIONS POLICY OFFICE 
Executive Office of the President 
Washington, DC 20504 


77-16520 
PrEx 18.2:El 2 
United States. Office of Telecommunications Policy. 

Summary of unclassified minutes of the Electromagnetic 
Radiation Management Advisory Council. — Washington : 
Executive Office of the President, Office of Telecommunica- 
tions Policy, [1975?] 

20504 

[51] leaves of plate : ill. ; 27 cm. 

Caption title. 

pbk. 

1. Electromagnetic Radiation Management Advisory Coun- 
cil. I. Title. 


OCLC 3294959 


STATE DEPARTMENT 
Washington, DC 20520 


77-16521 
S 1.26:113 
United States. Dept. of State. Office of Media Services. 
Selected documents, no. 6B : documents associated with 
the Panama Canal treaties. — Washington : Dept. of State, 
Bureau of Public Affairs, Office of Media Services, 1977. 
20520 
64 p. ; 27 cm.— (Inter-American series ; 113) 
(Department of State publication ; 8914) 
@ltem 877 
pbk. 
1. Treaties. 2. Panama Canal. I. Title. Il. Series. Ill. 
Series: United States. Dept. of State. Department of State 
publication ; 8914. 


OCLC 3324310 


77-16522 
S 1.40/2:T 67 
Foreign Affairs Document and Reference Center. 
Traffic analysis by geography and subject. — [Washington] 
: Dept. of State, Foreign Affairs Document and Reference 
Center, 1977. 
20520 
89 p. ; 27 cm. 
Cover title. 
May 1977. 
Supersedes Jan. 1976 edition. 
Issued with Transmittal letter: TAGS-2, dated May 16, 
1977. 
Loose-leaf for updating. 
Includes index. 
@ltem 876-B 
pbk. 
1. Government information — United States — Classifica- 
tion. 2. Classification — Public records. I. Title. 


OCLC 3289776 
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77-16523 


S 1.106:B 66 


Bourne, Peter G 


Goals for UNICEF : address / by Peter G. Bourne, Special 
Assistant to the President, to the Executive Board of the 
U.N. Children’s fund, May 23, 1977, Manila. — Washington : 
Dept. of State, Bureau of Public Affairs, Office of Media Ser- 
vices, 1977. 

20520 

3 p. ; 27 cm. 

Caption title. 

The Department of State news release. 

pbk. 

1. United Nations. Children’s Fund. I. United States. 
Dept. of State. Office of Media Services. II. Title. 


OCLC 3321418 


77-16524 


S 1.106:C 46 


Christopher, Warren 


Human rights : statement / [by] Warren Christopher, 
Deputy Secretary of State, before the Senate Subcommittee 
on Foreign Assistance, March 7, 1977, Washington, D.C. — 
Washington : Dept. of State, Bureau of Public Affairs, Office 
of Media Services, 1977. 

20520 

3 p. ; 27 cm. 

Caption title. 

pbk. 

1. Civil rights — Addresses, essays, lectures. 2. United 
States — Foreign relations — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Media Services. Il. 
Title. 


OCLC 3259270 


77-16525 


S 1.106:C 46/2 


Christopher, Warren 


Normalization of diplomatic relations : speech / [by] 
Deputy Secretary Warren Christopher at Occidental College, 
June 11, 1977, Los Angeles. — [Washington] : Dept. of 
State, Bureau of Public Affairs, Office of Media Services, 
1977. 

20520 

4 p. ; 27 cm. 

Caption title. 


1. United States — Foreign relations — Addresses, essays, 
lectures. 2. Recognition (International law) I. United 
States. Dept. of State. Office of Media Services. Il. Title. 


OCLC 3259245 


77-16526 


S 1.106:C 78 


Cooper, Richard N 


Investment flow in the international economic system : 
speech / [by] Under Secretary for Economic Affairs Richard 
N. Cooper before the Council of the Americas, June 27, 
1977, Washington, D.C. — [Washington] : Dept. of State, 
Bureau of Public Affairs, Office of Media Services, 1977. 

20520 

5 p. ; 27 cm. 

Caption title. 

pbk. 





December 1977 


1. Investments, Foreign — United States — Addresses, es- 
says, lectures. 2. International economic relations — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. Of- 
fice of Media Services. Il. Title. 


OCLC 3259252 


77-16527 
S 1.106:H 11/4 
Habib, Philip C 

Withdrawal of U.S. ground force from Korea : statement / 
[by] Philip C. Habib, Under Secretary for Political Affairs 
before the subcommittees for International Security and 
Scientific Affairs and Asian and Pacific Affairs of the House 
International Relations Commission. — Washington : Dept. of 
State, Bureau of Public Affairs, Office of Media Services, 
1977. 

20520 

3 p. ; 27 cm. 

Caption title. 

June 10, 1977. 

pbk. 

1. Mutual security program, 1951-— Addresses, essays, 
lectures. 2. Military bases — Korea — Addresses, essays, 
lectures. 3. United States. Army Infantry — Addresses, es- 
says, lectures. I. United States. Dept. of State. Office of 
Media Services. Il. Title. 


OCLC 3259331 


77-16528 
S 1.106:K 15/4 
Katz, Julius L 

International importance of the energy program : statement 
/ by Julius L. Katz, Assistant Secretary for Economic and 
Business Affairs, before the House Ways and Means Commit- 
tee. — Washington : Dept. of State, Bureau of Public Affairs, 
Office of Media Services, 1977. 

20520 

3 p.; 27 cm. 

Caption title. 

May 17, 1977. 

The Department of State news release. 

pbk. 

1. Energy policy — Addresses, essays, lectures. 2. Power 
resources — International cooperation — Addresses, essays, 
lectures. I. United States. Dept. of State. Office of Media 
Services. II. Title. 


OCLC 3259240 


77-16529 
S 1.106:L 14 
Lake, Anthony. 

Pragmatism and principle in U.S. foreign policy : speech / 
[by] Director, Policy Planning Staff, Anthony Lake, before 
the World Affairs Council, Boston. — [Washington] : Dept. 
of State, Bureau of Public Affairs, Office of Media Services, 
1977. 

20520 

7 p. ; 27 cm. 

Caption title. 

June 13, 1977. 

pbk. 


1. Pragmatism — Addresses, essays, lectures. 2. Principle 
(Philosophy ) — Addresses, essays, lectures. 3. United States 
— Foreign relations — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Media Services. II. Title. 


OCLC 3259263 


77-16530 


S 1.106:L 57 


Levin, Burton 


Human rights in the Republic of China : statement / [by] 
Director, Office of Republic of China Affairs, Burton Levin, 
before the Subcommittee on International Organizations of 
the House International Relations Committee, June 14, 1977, 
Washington, D.C. — Washington : Dept. of State, Bureau of 
Public Affairs, Office of Media Services, 1977. 

20520 

4 p. ; 27 cm. 

Caption title. 

pbk. 

1. Civil rights — Taiwan — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Media Services. II. 
Title. 


OCLC 3259308 


77-16531 


S 1.106:M 74 


Mondale, Walter F , 1928- 


A framework for a Middle East peace : address / by Vice 
President Walter Mondale before the World Affairs Council 
of Northern California, June 17, 1977, San Francisco. — 
[Washington] : Dept. of State, Bureau of Public Affairs, Of- 
fice of Media Services, 1977. 

20520 

5 p. ; 27 cm. 

Caption title. 

The Department of State news release. 

pbk. 

1. Near East — Politics and government — Addresses, es- 
says, lectures. 2. United States — Foreign relations — Near 
East — Addresses, essays, lectures. 3. Near East — Foreign 
relations — United States — Addresses, essays, lectures. 4. 
United States— Foreign relations administration — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. Of- 
fice of Media Services. II. Title. 


OCLC 3319005 


77-16532 


S 1.106:N 98 


Nye, Joseph S 


Time to plan : the international search for safeguardable 
nuclear power, speech / [by] Deputy to the under Secretary 
of State for Security Assistance, Science, and Technology, 
Joseph S Nye, Jr., before the Houston Rotary Club, June 30, 
1977, Houston. — [Washington] : Dept. of State, Bureau of 
Public Affairs, Office of Media Services, 1977. 

20520 

7 p. ; 27 cm. 

Caption title. 

pbk. 

1. Atomic weapons and disarmament — Addresses, essays, 
lectures. 2. Atomic weapons (International law) — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. Of- 
fice of Media Services. Il. Title. Ill. Title: International 
search for safeguardable nuclear power. 


OCLC 3319259 
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77-16533 
S 1.106:R 43/2 
Ridgway, Rozanne L 

U.S. fishery agreements with EEC and Japan : statement / 
[by] Rozanne L. Ridgway, Deputy Assistant Secretary for 
Oceans and Fisheries Affairs, before the House Subcommit- 
tee on Fisheries and Wildlife Conservation, and the Environ- 
ment, February 22, 1977, Washington, D.C. — Washington : 
Dept. of State, Bureau of Public Affairs, Office of Media Ser- 
vices, 1977. 

20520 

2 p. ; 27 cm. 

Caption title. 

pbk. 

1. Fishery law and legislation — United States — Addresses, 
essays, lectures. 2. Fishery law and legislation — European 
Economic Community — Addresses, essays, lectures. 3. 
Fishery law and legislation — Japan — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Media Ser- 
vices. Il. Title. 


OCLC 3259302 


77-16534 
S 1.106:Sch 1/2 
Schaufele, William E 

The climate for doing business in Africa : statement / [by] 
William E. Schaufele, Jr., Assistant Secretary for African Af- 
fairs, before the International Business Forum, April 15, 
1977, Philadelphia, Pa. — Washington : Dept. of State, Bu- 
reau of Public Affairs, Office of Media Services, 1977. 

20520 
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Truth or consequences / address by John R. Evans, Com- 
missioner, Securities and Exchange Commission, Washington, 
D.C., [before] Securities Cooperative Enforcement Con- 
ference, Denver, Colorado, May 15, 1975. — Washington : 
Securities and Exchange Commission, 1975. 
20549 
[1], 14 p. ; 27 cm. 
Issued for release May 15, 1975. 
Securities and Exchange Commission news. 
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1. Disclosure in accounting — Addresses, essays, lectures. 
2. Banking law — United States — Addresses, essays, lectures. 
I. United States. Securities and Exchange Commission. II. 
Title. 


OCLC 3262283 


77-16570 
SE 1.14:Ev 1/13 
Evans, John R 
Should bank investors know / address by John R. Evans, 
Commissioner, Securities and Exchange Commission, 
Washington, D.C., [before] Cooperative Securities Con- 
ference, Seattle, Washington, May 29, 1975. — Washington : 
Securities and Exchange Commission, 1975. 
20549 
[1], 1S p. ; 27 cm. 
Securities and Exchange Commission news. 
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77-16571 
SE 1.14:Ev 1/14 
Evans, John R 
Zero minus sixteen and counting / address by John R. 
Evans, Commissioner, Securities and Exchange Commission, 
Washington, D.C., [before] Security Traders Association of 
Connecticut, Hartford, Connecticut, April 15, 1975. — 
Washington : Securities and Exchange Commission, 1975. 
20549 
[1], 19 p. ; 27 cm. 
Issued for release April 15, 1975. 
Securities and Exchange Commission news. 
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1. Securities — Addresses, essays, lectures. 2. Competi- 
tion — Addresses, essays, lectures. I. United States. Securi- 
ties and Exchange Commission. II. Title. 


OCLC 3256719 


Page 112 


77-16572 


SE 1.14:Ev 1/15 


Evans, John R 


To create a fair field of competition / address by John R. 
Evans, Commissioner, Securities and Exchange Commission, 
[before] Midwest Stock Exchange, Chiacgo, Illinois, March, 
14, 1975. — Washington : Securities and Exchange Commis- 
sion, 1975. 

20549 

[1], 14 p. ; 27 cm. 

Released March 20, 1975. 

Securities and Exchange Commission news. 

Includes bibliographical references. 
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tion — Addresses, essays, lectures. I. United States. Securi- 
ties and Exchange Commission. II. Title. 
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SE 1.14:Ev 1/16 
Evans, John R 

Disclosure through a glass darkly / address by John R. 
Evans, Commissioner, Securities and Exchange Commission, 
Washington, D.C., [before] American Bar Association, Sec- 
tion of Administrative Law, Montreal, Canada, August 12, 
1975. — Washington : Securities and Exchange Commission, 
1975. 

20549 

[1], 20 p. ; 27 cm. 

Released August 12, 1975. 

Securities and Exchange Commission news. 
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OCLC 3257347 
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SE 1.14:G 19/37 


Garrett, Ray. 


The markets : nationalization or centralization / an address 
by Ray Garrett, jr., Chairman, Securities and Exchange Com- 
mission, [before] New York Chamber of Commerce and In- 
dustry, Hotel Commodore, New York City, New York, 
March 20, 1975.— Washington’: Securities and Exchange 
Commission, 1975. 

20549 

[1], 21 p. ; 27 cm. 

Released March 20, 1975. 

Securities and Exchange Commission news. 
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1. Stock-exchange — United States — Law — Addresses, 
essays, lectures. I. United States. Securities and Exchange 
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77-16575 


SE 1.14:G 19/38 


Garrett, Ray. 


the initial experience / an address by 
Ray Garrett, jr., Chairman, Securities and Exchange Commis- 
sion, [before] New York Society of Security Analysts, 15 
William Street, New York City, New York, May 28, 1975. — 
Washington : Securities and Exchange Commission, 1975. 
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1. Brokers — Rates — Law and legislation — Addresses, es- 
says, lectures. 2. Stock-exchange — United States — Law — 
Addresses, essays, lectures. I. United States. Securities and 
Exchange Commission. II. Title. 


OCLC 3256772 


77-16576 
SE 1.14:G 19/39 
Garrett, Ray. 

The disclosure philosophy / an address by Ray Garrett, jr., 
Chairman, Securities and Exchange Commission, [before] 
Union League Club, Public Affairs Committee, New York 
City, New York, February 20, 1975. — Washington : Securi- 
ties and Exchange Commission, 1975. 

20549 

[1], 19 p. ; 27 cm. 

Released February 20, 1975. 

Securities and Exchange Commission news. 
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1. Disclosure in accounting — Addresses, essays, lectures. 
2. Securities — Addresses, essays, lectures. 3. Banking law 
— United States — Addresses, essays, lectures. I. United 
States. Securities and Exchange Commission. II. Title. 
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77-16577 
SE 1.14:G 19/40 


Garrett, Ray. 
May Day plus fifteen / an address by Ray Garrett, jr., 


Chairman, Securities and Exchange Commission, [before] In- 
vestment Counsel Association of America, L’Enfant Plaza 
Hotel, Washington, D.C., May 16, 1975. — Washington 
Securities and Exchange Commission, 1975. 

20549 

[1], 19 p. ; 27 cm. 

Released February 20, 1975. 

Securities and Exchange Commission news. 
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I. United States. Securities and Exchange Commission. II. 
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OCLC 3257310 
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SE 1.14:G 19/41 
Garrett, Ray. 

Disclosure rules and new concerns / an address by Ray 
Garrett, jr., Chairman, Securities and Exchange Commission, 
[before] American Society of Corporate Secretaries, Inc., 
Southeastern Regional Group, Hyatt Regency House, Atlan- 
ta, Georgia, January 16, 1975. — Washington : Securities and 
Exchange Commission, 1975. 
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[1], 18 p. ; 27 cm. 
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pbk. 
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2. Securities — Addresses, essays, lectures. I. United States. 
Securities and Exchange Commission. II. Title. 


OCLC 3256574 
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Garrett, Ray. 

Assuring the economic viability of the securities industry / 
an address by Ray Garrett, jr., Chairman, Securities and 
Exchange Commission, [before] ABA 56th national trust 
conference, Miami Beach, Florida, January 28, 1975.— 
Washington : Securities and Exchange Commission, 1975. 

20549 

[1], 23 p. ; 27 cm. 

Released January 28, 1975. 

Securities and Exchange Commission news. 
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1. Securities — Economic aspects — Addresses, essays, lec- 
tures. I. United States. Securities and Exchange Commis- 
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Garrett, Ray. 

Capital markets at the crossroads / an address by Ray Gar- 
rett, jr., Chairman, Securities and Exchange Commission, 
[before] Economic Club of New York, Waldorf Astoria, New 
York, N.Y. January 22, 1975. — Washington : Securities and 
Exchange Commission, 1975. 
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rities and Exchange Commission. II. Title. 
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77-16581 
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Garrett, Ray. 
Homily on the glories of right conduct and the wages of sin 
/ an address by Ray Garrett, jr., Chairman, Securities and 
Exchange Commission, [before] American Society of Cor- 
porate Securities, Inc., The Greenbriar, White Sulphur 
Springs, West Virginia, June 27, 1975. — Washington : Secu- 
rities and Exchange Commission, 1975. 
20549 
(1), 31 p. ; 27 cm. 
Released June 27, 1975. 
Securities and Exchange Commission news. 
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United States. Securities and Exchange Commission. II. 
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SI 1.2:Ea 5 
Hirshhorn Museum and Sculpture Garden. 

The Thomas Eakins Collection of the Hirshhorn Museum 
and Sculpture Garden / introd. and text by Phyllis D. Rosenz- 
weig. — Washington : Smithsonian Institution Press : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
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240 p. : ill. (some col.) ; 30 cm. 

Includes bibliographical references and index. 
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S/N 047-003-00050-4 
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1. Eakins, Thomas, 1844-1916. 
D.C. — Catalogs. I. Eakins, Thomas, 
Rosenzweig, Phyllis D_ III. Title. 
ND237.E1SHS7 1977 
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2. Art — Washington, 
1844-1916. Il. 


SI 1.2:Sm 6/19 
Smithsonian Institution. 
Welcome to the Smithsonian Institution! — [Washington] : 
Smithsonian Institution, [1977?] 
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15 p. : ill. ; 23 x 11 cm. 
Cover title. 
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1. Smithsonian Institution. IL. Title. 
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77-16584 
SI 1.17/2:P 56 
Correll, David L 
Phytochrome a bibliography with author, biological 
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prior to 1975 / by David L. Correll, John L. Edwards and W. 
Shropshire, Jr. — Washington : Smithsonian Institution Press, 
1977. 
20560 
411 p. ; 25 cm. 
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1. Phytochrome — Bibliography. 
auth. Il. Shropshire, W , jt. auth. 
tion. Radiation Biology Laboratory. 


1. Edwards, John L , jt. 
Ill. Smithsonian Institu- 
IV. Title. 


OCLC 3162625 


77-16585 
SI 1.27:239 
Wemmer, Christen M. 

Comparative ethology of the large-spotted genet (Genetta 
tigrina) and some related viverrids / Christian M. Wemmer. 
— Washington : Smithsonian Institution Press, 1976. 

20560 

iii, 93 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 239) 

Bibliography: p. 90-93. 
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Title. Ul. Series: Smithsonian Institution. Smithsonian con- 
tributions to zoology ; no. 239. 

QL 1.854 no. 239 
{[QL737.C28] 
591/.08 s 
[599/.74422] 
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SI 1.27:252 


Springer, Victor Gruschka, 1928- 


Anisochromis straussi, new species of protogynous her- 
maphroditic fish, and synonymy of Anisochromidae, Pseu- 
doplesiopidae, and Pseudochromidae / Victor G. Springer, C. 
Lavett Smith, and Thomas H. Fraser. — Washington 
Smithsonian Institution Press, 1977. 
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iii, 15 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 252) 

Bibliography: p. 14-15. 

@item 910-D 
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maphroditism. 4. Fishes — Mauritius —Cargados Carajos 
Shoals. I. Smith, C. Lavett, 1927- joint author. II. Fraser, 
Thomas H., joint author. III. Smithsonian Institution. IV. 
Title. V. Series: Smithsonian Institution. Smithsonian con- 
tributions to zoology ; no. 252. 

QLI1.S54 no. 252 
[QL638.P84] 
5$91/.08 s 
[597/.58] 
OCLC 2893019 


77-16587 
SI 1.29:37 
Nowicke, Joan W. 

Pollen morphology and the relationship of the Plum- 
baginaceae, Polygonaceae, and Primulaceae to the order 
Centrospermae / Joan W. Nowicke and John J. Skvarla. — 
Washington : Smithsonian Institution Press, 1977. 

20560 

iii, 64 p. ill. ; 26 cm.— (Smithsonian contributions to 
botany ; no. 37) 

Bibliography: p. 
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1. Plumbaginaceae. 2. Polyonaceae. 
Centrospermae. 5. Palynotaxonomy. 6. Pollen — 
Morphology. I. Skfarla, John J., joint author. II. 
Smithsonian Institution. Ill. Title. IV. Series: Smithsonian 
Institution. Smithsonian contributions to botany ; no. 37. 
QK1.S2747 no. 37 
[QK495.A12] 
$81/.08 s 
[583/.672] 

OCLC 2910820 


77-16588 


3. Primulaceae. 4. 


SI 1.30:31 
Buzas, Martin A. 

Ecology and systematics of foraminifera in two Thalassia 
habitats, Jamaica, West Indies / Martin A. Buzas, Roberta K. 
Smith, and Kenneth A. Beem. — Washington : Smithsonian 
Institution Press, 1977. 
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20560 

iii, 139 p. : ill. ; 26 cm. — (Smithsonian contributions to 
paleobiology ; no. 31) 

Bibliography: p. 118-122. 
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1. Foraminifera — Jamaica. 2. Protozoa — Classification. 
3. Protozoa — Ecology. 4. Protozoa — Jamaica. 5. Thalas- 
sia. I. Smith, Roberta K., 1931- joint author. II. Beem, 
Kenneth A., joint author. III. Smithsonian Institution. IV. 
Title. V. Series: Smithsonian Institution. Smithsonian con- 
tributions to paleobiology ; no. 31. 
QE701.S56 no. 31 
[QL368.F6] 
560/.8 s 
[593/.12/097292] 
OCLC 2334112 


77-16589 


SI 1.30:33 
Benson, Richard Hall, 1929- 

Evolution of Oblitacythereis from Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozoic in the Mediterranean 
and Atlantic / Richard H. Benson. — Washington : Smithsoni- 
an Institution Press, 1977. 
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iii, 47 p. : ill. ; 26 cm.— (Smithsonian contributions to 
paleobiology ; no. 33) 

Bibliography: p. 38-39. 
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pbk. 

1. Oblitacythereis. 2. Paleocosta. 3. Paleontology — 
Cenozoic. 4. Paleontology — Mediterranean Sea. 5. 
Paleontology — Atlantic Ocean. I. Smithsonian Institution. 
Il. Title. Ill. Series: Smithsonian Institution. Smithsonian 
contributions to paleobiology ; no. 33. 

QE701.S56 no. 33 
(QE817.08] 
560/.8 s 

[565/.33] 

OCLC 2796307 


77-16590 


SI 1.41:1 
Hollenberg, George J. 

The red alga Polysiphonia (Rhodomelaceae) in the 
northern Gulf of California / George J. Hollenberg and James 
N. Norris. — Washington Smithsonian Institution Press, 
1977. 

20560 

iii, 21 p. : ill, ; 26 cm. — (Smithsonian contributions to the 
marine sciences ; no. 1) 

Bibliography: p. 19-20. 

@ltem 910-M 

bpk. 

1. Polysiphonia. 2. Algae — Mexico — California, Gulf of. 
I. Norris, James N., joint author. II. Smithsonian Institution. 
lll. Title. IV. Series: Smithsonian Institution. Smithsonian 
contributions to the marine sciences ; no. 1. 

QK 1.82747 no. 37 
[QK569.R37] 
5$81/.08 s 
[589/.41] 

OCLC 2526620 


TREASURY DEPARTMENT 
Washington, DC 20220 


77-16591 


T 1.2:P 93/v.1-5 


Commission on Private Philanthropy and Public Needs. 


Research papers / sponsored by the Commission on Private 
Philanthropy and Public Needs. — [Washington] : Dept. of 
the Treasury, Commission on Private Philanthropy and 
Public Needs : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20402 

5 v. in 6 (1xxxiv, 3087 p) : ill. ; 23 cm. 

Contents: v. 1. History, trends, and current mag- 
nitudes.—v. 2. Philanthropic fields of interest. pt. 1. Areas of 
activity. pt. 2. Additional perspectives.—v. 3. Special 
behavioral «studies, foundations, and corporations.—v. 4. 
Taxes.—v. 5. Regulation. 

@ltem 925 

S/N 052-003-00357-1 0 052-003-00358-9 0 052-003- 
00359-7 0 052-003-00360-1 0 052-003-00361-9 0 052-003- 
00362-7 

pbk. : $4.50 (v.1) : $5.00 (v.2,pt.1) : $4.00 (v.2,pt.2) : 
$4.75 (v.3) : $5.25 (v.4) : $4.75 (v.5) 

1. Charities — United States. 2. Charity organization. 3. 
Income tax — Deductions — Charitable contributions. 4. 
Corporations, Nonprofit — Taxation. I. Smith, Judith G_ II. 
Title. 


OCLC 3257432 


77-16592 


T 1.10/2:Ac 2/2 


United States. Office of Revenue Sharing. 


Interim accounting and audit guide for antirecession fiscal 
assistance (ARFA) fund recipients pursuant to title II of the 
Public works employment act of 1976. — Washington : Dept. 
of the Treasury, Office of Revenue Sharing : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

22 p. in various pagings ; 27 cm. 

Cover title. 

March 1977. 
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S/N 048-000-00300- 1 

pbk. : $0.55 

1. United States. Laws, statutes, etc. Public works employ- 
ment act of 1976. 2. Revenue Sharing — United States. I. 
Title. Il. Title: Accounting and audit guide for antirecession 
fiscal assistance fund recipients. 


OCLC 3095668 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


77-16593 


T 22.35/2:B 96/973 


Statistics of income; business income tax returns; sole proprie- 


torships, partnerships. Washington, Treasury Dept., Internal 
Revenue Service; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
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20402 ALCOHOL, TOBACCO AND FIREARMS 
ill. 28 cm. (Publication - Internal Revenue Service ; 438) BUREAU 

$3.25 Treasury Dept. 

1973- Washington, DC 20224 

Chiefly tables. 

1973 77-16596 

Includes index. 

Annual. 

@ltem 964 

S/N 048-004-01393-2 

Main series: Publication - Internal Revenue Service 
Continues in part: United States. Internal Revenue Service. 


T 70.2:C 74 
United States. Bureau of Alcohol, Tobacco, and Firearms. 

An analysis of the initial year of operation CUE in the ci- 
ties of Washington, D.C., Boston, Mass., Chicago, Ill. : ATF, 
concentrated urban enforcement. — [Washington] : Dept. of 
the Treasury, Bureau of Alcohol, Tobacco, and Firearms, 


Statistics of income; business income tax returns 1965-1972 

1. Partnership — Taxation — United States. 2. Income tax 
— United States — Statistics. I. United States. Internal 
Revenue Service. 


OCLC 3315522 


MINT BUREAU 
Treasury Dept. 
Washington, DC 20220 


77-16594 


T 28.2:T 44 


United States. Bureau of the Mint. 


The Mint’s historic Tiffany glass mosaics. — [Washington : 
Treasury Dept., Bureau of the Mint, 19777] 

20220 

3 leaves : ill. ; 27 cm. 

@ltem 966 

pbk. 

1. Tiffany, Louis Comfort, 1848-1933. 2. Mosaics — 
Pennsylvania — Philadelphia. 3. Mints — Pennsylvania — 
Philadelphia. I. Title. 


OCLC 3319468 


77-16595 


T 28.11:B 79/3 
Brooks, Mary T 

Remarks of the Honorable Mary Brooks, Director of the 
Mint, at ceremonies issuing the 1973 philatelic-numismatic 
commemorative at Faneuil Hall, Boston, Massachusetts, 
11:30 A.M., July 4, 1973. — Washington : Dept. of the Trea- 
sury, Bureau of the Mint, 1973. 

20220 

2 leaves ; 27 cm. 

Caption title. 

July 4, 1973. 

pbk. 

1. United States. Post Office Dept. Division of Philately. 
2. Rites and ceremonies — Massachusetts — Boston — Ad- 
dresses, essays, lectures. I. United States. Bureau of the 
Mint. Il. Title. 


OCLC 3259614 


[19777] 

20224 

xii, 130 p. : ill. ; 27 cm. 

Cover title. 

@item 971-B 

pbk. 

1. Criminal justice, Administration of — United States — 
Evaluation. 2. Criminal investigation — United States — 
Statistics. 3. Firearms—Laws and _ legislation — United 
States. I. Title. 


OCLC 3280064 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


77-16597 


TC 1.2:T 17/20 


Dobson, John M 


Two centuries of tariffs : the background and emergence 
of the U.S. International Trade Commission / by John M. 
Dobson. — [Washington] : International Trade Commission, 
1976 

20436 

v, 144 p. : ill. ; 24 cm. 

Issued Dec. 1976. 

Includes appendices. 

@ltem 978 

S/N 049-000-00043-0 

pbk. : $2.40 

1. Tariff — United States — History. 2. United States. In- 
ternational Trade Commission. I. United States. Interna- 
tional Trade Commission. _ II. Title. 


OCLC 3317831 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


77-16598 


TD 1.2:B 34/5 


Gruen Associates. 


Environmental impacts of BART: interim service findings / 
Gruen Associates, inc., and De Leuw, Cather & Company. — 
[Washington] : Dept. of Transportation ; Springfield, Va. : 
for sale by the National Technical Information Service, 1976. 

22161 

xi, 111 p. : ill., maps (1 col.) ; 28 cm. 

Cover title. 

Prepared for Dept. of Transportation and Dept. of Housing 
and Urban Development. 

Contract DOT-OS-30176. 

At head of title: BART impact program. 

Final report, issued Jan. 1976. 
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1. San Francisco Bay Area Rapid Transit District. 2. En- 
vironmental protection — California. 3. Transportation — 
Environmental aspects — California. I. United States. Dept. 
of Transportation. II. United States. Dept. of Housing and 
Urban Development. III]. De Leuw, Cather & Company. 
IV. Title. 


OCLC 3210784 
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TD 1.2:H 62 
United States. Dept. of Transportation. 

Summary of National Hispanic Heritage Day, November 
23, 1976. — Washington : Dept. of Transportation, [19767] 

20590 

3, 2 p. ; 27 cm. 

Cover title. 

Includes Policy Statement on Hispanic Americans, Re- 
marks of the Secretary of Transportation and Resident Com- 
missioner of Puerto Rico. 

pbk. 

1. Minorities — Employment — United States. 2. Civil 
service — Minority employment. 3. Spanish Americans. I. 
Title. II. Title: National Hispanic Heritage Day. 


OCLC 3258889 


77-16600 
TD 1.2:So 1 
Patten, C W 

Evaluation of transportation socio-economic research pro- 
grams / C. W. Patten, S. H. Wolf. — [Washington] : Dept. of 
Transportation, Office of Assistant Secretary for Policy, 
Plans, and International Affairs ; Springfield, Va. : for sale by 
the National Technical Information Service, 1974. 
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[63] leaves : ill. ; 28 cm. — (Report - Dept. of Transporta- 
tion ; no. DOT-P-5000) 

Cover title. 

Prepared by Operations Research, Inc., Silver Spring, Md. 

Includes appendices. 

Final report, issued Dec. 1974. 

pbk. 

1. Transportation— United States. 2. Sociological 
research — United States. 3. Economic research — United 
States. I. Wolf, S H , jt. auth. II. United States. Dept of 
Transportation. Office of Assistant Secretary for Policy, 
Plans, and International Affairs. Ill. Operations Research, 
inc. IV. Title. V. Series: United States. Dept. of Transpor- 
tation. Report - Dept. of Transportation ; no. DOT-P-5000. 
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TD 1.8:H 53/2/technical 
Public Technology, inc. 

Manual on planning and implementing priority techniques 
for high occupancy vehicles : technical guide / prepared by 
Public Technology, inc.,Secretariat to the Urban Consortium 
for Technology Initiatives. — Washington : Dept. of Trans- 
portation, 1977. 

20590 

366 p. in various pagings : ill. ; 28 cm. 

Prepared under contract no. DOT-OS-60076. 

Issued July 1977. 

Includes bibliographies and appendices. 

@ltem 982-C-5 
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1. Car pools — United States. 2. Motor buses. 3. Trans- 
portation, Automotive — United States. I. United States. 
Dept. of Transportation. II. Urban Consortium for 
Ill. Title. 


Technology Initiatives. Transportation Task Force. 


OCLC 3280482 
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TD 1.8:H 53/2/chief 
Public Technology, inc. 

Manual on planning and implementing priority techniques 
for high occupancy vehicles chief executive report / 
prepared by Public Technology, inc., Secretariat to the 
Urban Consortium for Technology Initiatives. — Washington 
: Dept. of Transportation, 1977. 

20590 

34 p. in various pagings : ill. ; 28 cm. 

Prepared under contract no. DOT-OS-60076. 

Includes appendices. 

Issued July 1977. 
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Dept. of Transportation. II. Urban Consortium for 
Technology Initiatives. Transportation Task Force. III. Title. 


OCLC 3280522 


77-16603 
TD 1.8:H 53/2/program 
Public Technology, inc. 

Manual on planning and implementing priority techniques 
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prepared by Public Technology, inc., Secretariat to the 
Urban Consortium for Technology Initiatives. — Washington 
: Dept. of Transportation, 1977. 

20590 
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Whitfield, Helen L 

Published results of the program of university research, 
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of Transportation Laboratory. V. Title. VI. Series: United 
States. Federal Highway Administration. Report ; no. FHWA- 
RD-77-74. 


OCLC 3279765 
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TD 2.30:77-75 


Snethen, DR 


An investigation of the natural microscale mechanisms that 
cause volume change in expansive clays / D. R. Snethen, L. 
D. Johnson and D. M. Patrick ; Soils and Pavements Labora- 
tory, U. S. Army Engineer Waterways Experiment Station. — 
Washington : Dept. of Transportation, Federal Highway Ad- 
ministration, Offices of Research & Development ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 

22161 

v, 285 p. : ill. ; 28 cm. — (Report - Federal Highway Ad- 
ministration ; no. FHWA-RD-77-75) 

Cover title. 

Interim report, January 1977. 

Bibliography: p. 55-56. 

@ltem 982-G-11 

pbk. 

1. Clay. 2. Swelling soils. I. Johnson, L D , joint author. 
Il. Patrick, D M , joint author. III. United States. Water- 
ways Experiment Station, Vicksburg, Miss. Soils and Pave- 
ments Laboratory. IV. United States. Federal Highway Ad- 
ministration. V. Title. VI. Series: United States. Federal 
Highway Administration. Report ; no. FHWA-RD-77-75. 


OCLC 3281189 


77-16635 


TD 2.30:77-84 


Clemena, Gerardo G 


Comparative study of procedures for the analysis of 
chloride in harden concrete / G. G. Clemena, J. W. 
Reynolds, and R. M. McCormick. — Washington : Dept. of 
Transportation, Federal Highway Administration, Office of 
Research ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1976. 

22161 

51 p. in various pagings : ill. ; 28 cm. — (Report - Federal 
Highway Administration ; no. FHWA-RD-77-84) 

Cover title. 

Prepared by Virginia Highway and _ Transportation 
Research Council, Charlotteville, Va., under contract no. VA 
HPR Study 1177. 

Final report, issued Aug. 1976. 

Includes appendices. 

Bibliography: p. 29. 

@ltem 982-G-11 

pbk. 

1. Concrete- research — United States. 2. Chlorides. I. 
Reynolds, John W, joint author. II. McCormick, Randy, 
joint author. III. United States. Federal Highway Adminis- 
tration. Office of Research. IV. Virginia Highway and 
Transportation Research Council. V. Title. VI. Series: 
United States. Federal Highway Administration. Report ; no. 
FHWA-RD-77-84. 
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TD 2.30/4:77-204 (v.1) 
TD 2.30/4:77-203 (v.2) 
American Public Works Association. 

Traffic controls for construction and maintenance work 
zones / by Jerome D. Franklin ... [et al.]. — [Washington] : 
Dept. of Transportation, Federal Highway Administration, 
Offices of Research and Development, Implementation Divi- 
sion, 1977. 

20590 

2 v. : ill. (part col.) ; 
(Report - Federal Highway Administration ; 
77-203, 77-204) 

Cover title: Traffic controls in construction and main- 
tenance work zones. 

Prepared by American Public Works Association. 

At head of title: Technology sharing report. 

Issued May 1977. 

Includes bibliographical references and appendices. 

Contents: v. 1. Office function.—v. 2. Field function. 

@item 982-G-19 

pbk. 

1. Traffic engineering — United States. 2. Traffic signs 
and signals — United States. 3. Road construction — Safety 
measures. I. Franklin, Jerome D. Il. United States. Federal 
Highway Administation. Ill. Title. IV. Title: Traffic con- 
trols in construction and maintenance work zones. V. Se- 
ries: United States. Federal Highway Administration. Report ; 
no. FHWA-TS-77-203, 77-204. 


28 cm. (v.1) ; 24 cm. (v.2) — 
no. FHWA-TS- 
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77-16637 
TD 2.30/4:77-213 
Removal of pavement markings by scoring-jetting. — Washing- 
ton : Dept. of Transportation, Federal Highway Administra- 
tion, Offices of Research and Development ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1977. 
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iv, 20 p. : ill. ; 28 cm. — (Report - Federal Highway Ad- 
ministration ; no. FHWA-TS-77-213) 

Cover title. 

Prepared by AAI Corporation under contract no. DOT- 
FH-11-8867. 

Final report, issued June 1977. 

@ltem 982-G-19 

pbk. 

1. Paint removers. 2. Road markings. I. AAI Corpora- 
tion. Il. United States. Federal Highway Administration. 
Ill. Series: United States. Federal Highway Administration. 
Report - Federal Highway Administration ; no. FHWA-TS- 
77-213. 


OCLC 3281154 


77-16638 
TD 2.36:77-16 
Stripe removal by high temperature burning with excess ox- 
ygen. — Washington Dept. of Transportation, Federal 
Highway Administration, Offices of Research and Develop- 
ment, Implementation Division, 1977. 


20590 

32 p. in various pagings : ill. ; 28 cm. 

Cover title. 

At head of title: 77-16 Implementation package. 

Part I prepared by Southwest Research Institute; Part II 
prepared by North Star Division of Midwest Research In- 
stitute. 

Issued June 1977. 

@ltem 982-G-15 

pbk. 

1. Paint. 2. Road markings. I. United States. Federal 
Highway Administration. II. Southwest Research Institute. 
Ill. Midwest Research Institute, Kansas City, Mo. North Star 
Division. 


OCLC 3180685 


77-16639 
TD 2.44:4 
United States. Federal Highway Administration. 

Canada, the MTTR study : North Carolina, the Blue Ridge 
Parkway. — Washington : Dept. of Transportation, Federal 
Highway Administration, 1976. 

20510 

36 p. in various pagings 
(Environmental action plan report ; 4) 

Cover title. 

Issued July 1976. 

pbk. 

1. Highway planning — Canada — Citizen participation. 2. 
Highway planning — North Carolina — Citizen participation. 
I. Metropolitan Toronto Transportation Plan Review. II. 
Title. Il. Series: United States. Federal Highway Adminis- 
tration. Environmental action plan report ; 4. 


diagr. ; 26 cm.— 
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Transportation Dept. 
Washington, DC 20590 


77-16640 
TD 3.2:F 11 
United States. Federal Railroad Administration. 

The FAST track, Transportation Test Center, Pueblo, 
Colo. : facility for accelerated service testing. — Washington : 
Dept. of Transportation, Federal Railroad Administration, 
1976. 

20590 

18 p. : ill. ; 28 cm. 

Cover title. 

Issued Sept. 1976. 

pbk. 

1. Railroads — Colorado — Track. 2. Railroads — 
Colorado — Cars — Testing. I. Title. Il. Title: Facility for 
accelerated service testing. 


OCLC 3285527 


77-16641 
TD 3.2:J 82 
United States. Federal Railroad Administration. Engineering 
and Accident Analysis Division. 
Journal failure report. — [Washington] : [Dept. of Trans- 
portation], Federal Railroad Administration, Office of Safety, 
Engineering and Accident Analysis Division, 1972. 
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20590 

[50] p. in various pagings : 
cm. 

Includes appendixes. 

Issued Oct. 1972. 

pbk. 

1. Railroads — United States — Freight-cars. 


ill., diagrs., graphs, maps ; 27 


I. Title. 


OCLC 0952392 


77-16642 
TD 3.2:N 81/8 
United States. Federal Railroad Administration. 

In harmony with the environment : NE corridor rail im- 
provement program. — Washington : Dept. of Transportation, 
Federal Railroad Administration, [Office of Public Affairs, 
19777] 

[8] p. : col. ill. ; 14 x 22 cm. 

Cover title. 

@ltem 701-B 

pbk. 

1. Railroads — Northeastern States — Passenger traffic. 2. 
Railroads — Northeastern States — Environmental aspects. 

I. Title. Il. Title: NE corridor rail improvement program. 


OCLC 3263475 


77-16643 
TD 3.2:R 31/6 
United States. Office of State Rail Programs. 

Rail service continuation assistance : Title IV, program of 
the RRRA, Section 805, program of the RRRA : progress re- 
port, April 1, 1976 to June 30, 1976. — [Washington : Dept. 
of Transportation], Federal Railroad Administration, Office 
of Federal Assistance, Office of State Rail Programs, 1976. 

20590 

137 p. : ill., maps ; 28 cm. 

@ltem 701-B 

pbk. 

1. Federal aid to transportation — United States. 
roads — United States. I. Title. 


OCLC 3285513 


77-16644 
TD 3.8:P 69/v.2/chap. 2 
JWK International Corporation. 

Rail planning manual / JWK International Corporation, 
Roger Creighton Associates, Inc. — Washington, : Dept. of 
Transportation, Federal Railroad Administration, 1977. 

20590 

v. : ill. ; 28 cm. 

Chapter 2 of volume 2 released prior to the publication of 
volume 2. 

Loose-leaf for updating. 

Issued June 1977. 

Includes appendices and index. 

Contents: v. 2. Guide for planners, chapter 2, Light density 
lines. 

@ltem 701-F 

pbk. 

1. Railroads, Local and light — United States. 2. Rail- 
roads and state — United States. 3. Transportation planning. 
I. United States. Federal Railroad Administration. II. Roger 
Creighton Associates. Ill. Title. 


OCLC 2841098 


2. Rail- 


77-16645 
TD 3.15:75-18 
D’Sena, G 0 

LIM research vehicle reaction rail current distribution tests 
/ G.O. D’Sena, J.H. McConville. — Washington : Dept. of 
Transportation, Federal Railroad Administration, Office of 
Research, Development, and Demonstrations, 1973. 

20590 

iv, 23, A-7 p.: ill. ; 28 cm. — (Report - Federal Railroad 
Administration ; no. FRA-ORD&D 75-18) 

Cover title. 

Prepared by AiResearch Manufacturing Company, Tor- 
rance, Calif., under contract DOT-FR-30026. 

Interim report, issued Sept. 1973. 

pbk. 

1. Electric motors, Induction — Testing. I. McConville, J. 
H., joint author. II. United States. Federal Railroad Ad- 
ministration. Office of Research, Development, and Demon- 
stration. II]. AiResearch Manufacturing Company. IV. 
Title. V. Series: United States. Federal Railroad Administra- 
tion. Report ; no. FRA-ORD&D 75-18. 


OCLC 1099888 


77-16646 
TD 3.15:77-04 
Ahlbeck, Donald R 

Comparative analysis of dynamics of freight and passenger 
rail vehicles / Donald R. Ahlbeck and George R. Doyle. — 
Washington : Dept. of Transportation, Federal Railroad Ad- 
ministation, Office of Passenger Systems ; Springfield, Va. : 
for sale by the National Technical Information Service, 1976. 

22161 

63 p. : ill., diagrs., graphs ; 27 cm.— (Report - Federal 
Railroad Administration ; no. FRA-OR&D-77-04) 

Cover title. 

Prepared by Battelle-Columbus Laboratories, Columbus, 
Ohio, under contract no. DOT-FR-20077. 

Summary report, Nov. 1976. 

Bibliography: p. 61-63. 

pbk. 

1. Railroads — Cars — Dynamics. 2. Railroads — United 
States — Freight cars. 3. Railroads — United States — Pas- 
senger-cars. I. Doyle, George R., joint author. II. United 
States. Federal Railroad Administration. Office of Passenger 
Systems. III. Battelle Memorial Institute, Columbus, Ohio. 
Columbus Laboratories. IV. Title. V. Series: United 
States. Federal Railroad Administration. Report ; no. FRA- 
OR&D-77-04. 


OCLC 2863903 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20553 


77-16647 
TD 4.2:B 85 
United States. Federal Aviation Administration. 

Fiscal year 1977 budget justification (Research, engineer- 
ing and development approriation) for the Committee on 
Science and Technology, Subcommittee on Aviation and 
Transportation, R & D. — [Washington] : Dept. of Transpor- 
tation, Federal Aviation Administration], 1976. 
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58 leaves in various pagings ; 27 cm. 

Issued Feb. 1976. 

Chiefly tables. 

pbk. 

1. United States. Federal Aviation Administration — Ap- 
propriations and expenditures. I. United States. Congress. 
House. Committee on Science and Technology. Subcommit- 
tee on Aviation and Transportation, R & D. II. Title. 


OCLC 3259178 


77-16648 


TD 4.2:C 76/975/supp. 
Aviation Review Conference, 7th, Arlington, Va., 1975. 

Supplement to Aviation Review Conference, summary re- 
port, 1975. — Washington : Dept. of Transportation, Federal 
Aviation Administration, [19767] 

20591 

vi, 24 p. ; 23 cm. 

Cover title. 

pbk. 

1. Aeronautics — United States — Congresses. I. United 
States. Federal Aviation Administration. II. Title. 


OCLC 3263388 


77-16649 


TD 4.2:En 2/2 


United States. Federal Aviation Administration. Interservice 


Energy Task Force I. 

Report to Congress on energy conservation policies and 
practices by the Federal Aviation Administration. — 
Washington : Dept. of Transportation, Federal Aviation Ad- 
ministration, Interservice Energy Task Force ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1976. 

22161 

222 p. in various pagings ; 27 cm. 

Cover title. 

Final report issued Feb. 1976. 

pbk. 

1. Energy conservation — United States. 2. Energy policy 
— United States. 3. United States. Federal Aviation Ad- 
ministration. I. Title. 


OCLC 3283359 


77-16650 


TD 4.2:Sk 9 


United States. Federal Aviation Administration. 


“One Sky” : technical assistance programs of the Americal 
Federal Aviation Administration (FAA). — [Washington 
Dept. of Transportation], Federal Aviation Administration, 
{1977}. 

20591 

[4] p. : ill. ; 24 cm. 

pbk. 

1. Aeronautics— Study and teaching. 2. Technical 
assistance. 3. United States. Federal Aviation Administra- 
tion. I. Title. 


OCLC 3268281 


77-16651 


TD 4.2:Sk 9/French 


United States. Federal Aviation Administration. 


“Un ciel” programmes di’assistance techniques de 
l’Administration de _ Il’Aviation (FAA) Americaine. — 
[Washington : Dept. of Transportation], Federal Aviation 
Administration, [1977] 

20591 

[4] p. : ill. ; 24 cm. 

French. 

pbk. 

1. Aeronautics— Study and teaching. 2. Technical 
assistance. 3. United States. Federal Aviation Administra- 
tion. I. Title. 


OCLC 3268310 


77-16652 


TD 4.6:27/2/ch.4 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 27. Airworthiness stan- 
dards, normal category rotorcraft. Washington, Dept. of 
Transportation, Federal Aviation Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.40 

Loose-leaf for updating. 

Change 4, eff. May 2, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00370-6 

1. Aeronautics — Laws and regulations — United States. 
2. Helicopters — Airworthiness — Standards — United States. 
I. Title. 


OCLC 2921959 


77-16653 


TD 4.6:29/2/ch.5 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 29. Airworthiness stan- 
dards, transport category rotorcraft. Washington, Dept. of 
Transportation, Federal Aviation Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.60 

Loose-leaf for updating. 

Change 5, eff. May 2, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-0037 1-4 

1. Aeronautics — Laws and regulations — United States. 
2. Helicopters — Airworthiness — Standards — United States. 
I. Title. 


OCLC 2923072 


77-16654 


TD 4.6:35/2/ch.2 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 35. Airworthiness stan- 
dards, propellers. Washington, Dept. of Transportation, 
Federal Aviation Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
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20402 

26 cm. 

$1.10 

Loose-leaf for updating. 

Change 2, eff. May 2, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem. 431-C-13 

S/N 050-007-00369-2 

1. Aeronautics — Laws and regulations — United States. 
2. Propellers, Aerial — Standards — United States. I. Title. 


OCLC 2921894 


77-16655 
TD 4.6:61/rep.974/ch.2 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 61. Certification, pilots 
and flight instructors. Washington, Dept. of Transportation, 
Federal Aviation Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.80 

Loose-leaf for updating. 

Change 2, eff. May 9, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00372-2 

1. Aeronautics — Laws and regulations — United States. 
2. Air pilots — Legal status, laws, etc. — United States. 3. 
Flight training — Law and legislation — United States. I. 
Title. 


OCLC 3289113 


77-16656 
TD 4.6:127/2/ch.2 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 127. Certification and 
operations of Scheduled air carriers and _ helicopters. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.65 

Loose-leaf for updating. 

Change 2, eff. Feb. 1, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00364-1 

1. Aeronautics — Laws and regulations — United States. 
2. Air lines — Certification — Law and legislation — United 
States. 3. Helicopters—Law and legislation — United 
States. I. Title. 


OCLC 3288889 


77-16657 
TD 4.6:133/2/ch.2 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 133. Rotorcraft external- 
load operations. Washington, Dept. of Transportation, 
Federal Aviation Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 


20402 

26 cm. 

$0.90 

Loose-leaf for updating. 

Change 2, eff. Aug. 10, 1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00380-3 

1. Aeronautics — Laws and regulations — United States. 
2. Helicopters — Cargo — Standards — United States. I. 
Title. 


OCLC 2921657 


77-16658 
TD 4.6:135/2/ch.5 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 135. Air taxi operators 
and commercial operators of small aircraft. Washington, 
Dept. of Transportation, Federal Aviation Administration; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.90 

Loose-leaf for updating. 

Change 5, eff. May 16,1977. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00374-9 

1. Aeronautics — Laws and regulations — United States. 
2. Air pilots — Legal status, laws, etc. — United States. I. 
Title. 


OCLC 2921609 


77-16659 
TD 4.6:135/2/ch.6 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 135. Air taxi operators 
and commercial operators of small aircraft. Washington, 
Dept. of Transportation, Federal Aviation Administration; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.50 

Loose-leaf for updating. 

Change 6, eff. Dec. 24, 1969, Jan. 1, 1977, Dec. 22, 1976. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00378-1 

1. Aeronautics — Laws and regulations — United States. 
2. Air pilots — Legal status, laws, etc. — United States. I. 
Title. 


OCLC 2921609 


77-16660 


TD 4.6:152/ch.3 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 152. Airport aid pro- 
gram. Washington, Dept. of Transportation, Federal Aviation 
Administration; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
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26 cm. 

$0.70 

Loose-leaf for updating. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00387-1 

1. Aeronautics — Laws and regulations — United States. 
2. Airports— United States—Laws and regulations. I. 
Title. 


OCLC 3285486 


77-16661 
TD 4.6:154/ch.1 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 154. Acquisition of U.S. 
land for public airports under the Airport and airway 
development act of 1970. Washington, Dept. of Transporta- 
tion, Federal Aviation Administration; for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.70 

Loose-leaf for updating. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00388-9 

1. Aeronautics — Laws and regulations — United States. 
2. Airports — United States — Planning. I. Title. 


OCLC 3285771 


77-16662 
TD 4.8/2:1000.15 A 
United States. Federal Aviation Administration. 
FAA glossary. — Washington : Dept. of Transportation, 
Federal Aviation Administration, 1975. 
For sale by Public Information Center APA 420, D. C. 
20591 
43, 3, 2, p. 27 cm. — (Order - Fedcral Aviation Adminis- 
tration ; 1000.15 A) 
Cover title. 
Issued Dec. 18, 1975. 
pbk. 
1. Aeronautics — United States — Dictionaries. I. Title. 
Il. Series: United States. Federal Aviation Administration. 
Order - Federal Aviation Administration ; 1000.15 A. 


OCLC 3279682 


77-16663 
TD 4.8/2:8020.11 
United States. Federal Aviation Administration. 

Aircraft accident and incident notification, investigation, 
and reporting. — Washington : Dept. of Transportation, 
Federal Aviation Administration, 1976. 

20553 

275 p. in various pagings : ill. maps ; 27 cm. — (Order - 
Federal Aviation Administration ; 8020.11) 

Cover title. 

pbk. 

1. Aeronautics — United States — Accident investigations. 
I. Title. Ul. Series: United States. Federal Aviation Adminis- 
tration. Order - Federal Aviation Administration ; 8020.11. 


OCLC 3278004 
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77-16664 
TD 4.8/5:60-14 
United States. Federal Aviation Administration. 

Aviation instructor’s handbook. — [Oklahoma City, Okla.] 
: Dept. of Transportation, Federal Aviation Administration, 
(Flight Standards National Field Office] ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

iv, 123 p. : ill. ; 26 cm. — (AC ; 60-14) 

Cover title. 

Supersedes AC 61-16A. 

To be used in conjunction with FAA Flight training hand- 
book, AC 61-21. 

Includes appendix and index. 

@ltem 431-A-27 

S/N 050-01 1-00072-1 

pbk. : $2.75 

1. Aeronautics, Military — Study and teaching — United 
States. 2. Flight training — Study and teaching — United 
States. I. Title. 


OCLC 3280212 


77-16665 
TD 4.8/5:61-72 A 
United States. Flight Standards Service. 
Flight instructor, airplane : written test guide. — Rev. ed. 
— Washington : Dept. of Transportation, Federal Aviation 
Administration, Flight Standards Service, 1977. 
National Field Office, P.O. Box 25082, Oklahoma City, 
Okla. 73125 
iii, 99 p. : ill. ; 27 cm. — (AC ; 61-72A) 
Supersedes 1974 edition. 
@ltem 431-A-27 
1. Flight training — Examinations, questions, etc. I. Title. 


OCLC 3259483 


77-16666 
TD 4.23/11:77-8 
Simpson, T R 
Estimation of UG3RD safety benefits / [T. R. Simpson, 
Arthur P. Smith and J. S. Matney]. — Washington : Dept. of 
Transportation, Federal Aviation Administration, Office of 
Aviation Policy ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 
22161 
77 p. in various pagings : ill. ; 27 cm.— (FAA-AVP ; 77- 
8) 
Cover title. 
Prepared under contract no. DOT-FA70WA-2448 by The 
Mitre Corporation. 
Report date: January 1977. 
Includes appendices. 
Bibliography: p. D-1. 
pbk 


1. Air traffic control— Research. 2. Aeronautics — 
Safety measures. I. Smith, Arthur P , joint author. II. Mat- 
ney, J S , joint author. III. United States. Office of Aviation 
policy. IV. Mitre Corporation. V. Title. VI. Series: 
United States. Office of Aviation Policy. Reports - Office Of 
Aviation Policy ; FAA-AVP-77-8. 


OCLC 3280265 
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77-16667 
TD 4.25:Af 8 
Day, Billie A 

The Afro-American airman in World War II / prepared by 
Billie A. Day. — Washington Dept. of Transportation, 
Federal Aviation Administration, Office of General Aviation 
Affairs, 1971. 

20591 

21, [1] p. : ill. maps ; 
education) 

Includes bibliography. 

pbk. 

1. Afro-American air pilots — History. 2. World War, 
1939-1945 — United States. I. United States. Federal Avia- 
tion Administration. Office of General Aviation Affairs. II. 
Title. Ill. Series: United States. Federal Aviation Adminis- 
tration. Aviation education. 


28 cm.— (GA-20-85) (Aviation 


OCLC 3283485 


77-16668 
TD 4.25:Ag 8 
Zaharevitz, Walter 
Aviation careers series : agricultural aviation (agricultural 
pilot or aerial applicator) / by Walter Zaharevitz. — Washing- 
ton : Dept. of Transportation, Federal Aviation Administra- 
tion, Office of General Aviation, [19767] 
20591 
;: ill. 27 em. — (GA-300-129) (Aviation education) 


1. Aeronautics as a profession. 2. Aeronautics in agricul- 
ture — United States. 3. Air pilots— United States. I. 
United States. Federal Aviation Administration. Office of 
General Aviation. Il. Title. Ill. Series: United States. 
Federal Aviation Administration. Aviation education. 


OCLC 3283760 


77-16669 
TD 4.32/11:76-15 
United States. Aviation Forecast Branch. 

Military aviation forecasts, fiscal years 1977-1988. — 
Washington : Dept. of Transportation, Federal Aviation Ad- 
ministration, Office of Aviation Policy, Aviation Forecast 
Branch, 1976. 

20591 

24 p. ; 26 cm. — (FAA-AVP ; 76-15) 

Cover title. 

Chiefly tables. 

Issued Aug. 1976. 

pbk. 

1. Aeronautics, Military — United States — Statistics. I. 
Title. 


OCLC 3283318 


77-16670 
TD 4.32/11:76-17 
United States. Office of Aviation Policy. 

Aviation forecasts, fiscal years 1977-1988. — Washington : 
Dept. of Transportation, Federal Aviation Administration, 
Office of Aviation Policy ; Springfield, Va. : for sale by the 
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Congress, first session, on H.R. 2729, March 14, 1977. — 
Washington : U.S. Govt. Print. Off., 1977. 

iii, 48 p. ; 24 cm.— (Serial - House, Committee on 
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United States. Congress. House. Committee on Agriculture. 


General farm bill hearings before the Committee on 
Agriculture, House of Representatives, Ninety-fifth Congress, 
first session ... — Washington : U.S. Govt. Print. Off., 1977- 

v. : ill. ; 24 cm. — (Serial - House, Committee on Agricul- 
ture ; no. 95-H) 

Pt. 3 has title: Federal insecticide, fungicide, and rodenti- 
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Includes bibliographical references. 
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United States. Congress. Senate. Committee on Agriculture, 
Nutrition, and Forestry. 

Nomination of Dr. M. Rupert Cutler, Dr. Dale Ernest 
Hathaway, Robert Haldeman Meyer, Alex P. Mercure, and 
Dr. Howard W. Hijort : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, United States Senate, 
Ninety-fifth Congress, first session April 6, 1977. — 
Washington : U.S. Govt. Print. Off., 1977. 
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Hearing on the nomination of Dr. M. Rupert Cutler, of 
Michigan, to be Assistant Secretary for Conservation, 
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Secretary for International Affairs, and Commodity Pro- 
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California, to be Assistant Secretary for Marketing Services, 
and a member of the Board of Directors of the Commodity 
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Assistant Secretary for Rural Development, and Howard W. 
Hjort, of the District of Columbia, to be a member of the 
Board of Directors of the Commodity Credit of Corporation. 
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District of Columbia appropriations for 1978 : hearings be- 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Agriculture and Related Agencies. 
Agriculture and related agencies appropriations for fiscal 
year 1978 : hearings before a subcommittee of the Commit- 
tee on Appropriations, United States Senate, Ninety-fifth 
Congress, first session. — Washington : U.S. Govt. Print. Off., 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on the District of Columbia. 

District of Columbia budget amendments for fiscal year 
1976 : hearings before a subcommittee of the Committee on 
Appropriations, United States Senate, Ninety-fourth Con- 
gress, second session, on H.R. 13965 ...— Washington : U.S. 
Govt. Print. Off., 1976. 
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United States. Congress. Senate. Committee on Appropriations. 
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District of Columbia appropriations for 1976 : hearings be- 
fore a subcommittee of the Committee on Appropriations, 
United States Senate, Ninety-fourth Congress, first session ... 
— Washington : U.S. Govt. Print. Off., 1976. 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on the District of Columbia. 

District of Columbia appropriations for fiscal year 1978 : 
hearings before a subcommittee of the Committee on Ap- 
propriations, United States Senate, Ninety-fifth Congress, 
first session, on H.R. 9005 ...— Washington : U.S. Govt. 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Foreign Assistance and Related Programs. 

Foreign assistance and related programs appropriations for 
fiscal year 1978 : hearings before a subcommittee of the 
Committee on Appropriations, United States Senate, Ninety- 
fifth Congress, first session, on H.R. 7797 ...— Washington : 
U.S. Govt. Print. Off., 1977. 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Treasury, Postal Service, and General 
Government. 

Internal Revenue Service administrative practices and 
procedures : hearings before the Subcommittee on the De- 
partment of the Treasury, U.S. Postal Service, and General 
Government Appropriations of the Committee on Appropria- 
tions, United States Senate, Ninety-fourth Congress, second 
session : special hearings. — Washington : U.S. Govt. Print. 
Off., 1977. 

vi, 742 p. ; 24 cm. 

On cover: Senate hearings before the Committee on Ap- 
propriations. 

@ltem 1033 

pbk. 

1. United States. Internal Revenue Service. 2. Tax ad- 
ministration and procedure — United States. I. Title. 


OCLC 3259696 


77-16751 


Y 4.Ap 6/2:L 11/978/pt.2-3 
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Subcommittee on Departments of Labor and Health, Educa- 
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Departments of Labor and Health, Education and Welfare 
and related agencies appropriations for fiscal year 1978 : 
hearings before a Subcommittee of the Committee on Ap- 
propriations, United States Senate, Ninety-fifth Congress, 
first session, on H.R. 7555 ...— Washington : U.S. Govt. 
Print. Off., 1977- 

v. ; 24 cm. 

On spine: Labor-HEW appropriations, 1978 (H.R. 7555) 
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Contents: pt. 2-3. Department of Health, Education, and 
Welfare. 

@ltem 1033 

pbk. 

1. United States. Dept. of Labor — Appropriations and ex- 
penditures. 2. United States. Dept of Health, Education, 
and Welfare — Appropriations and expenditures. 3. United 
States — Appropriations and expenditures, 1978. I. Title. 
Il. Title: Labor-HEW appropriations, 1978 (H.R. 7555). 


OCLC 3160533 


77-16752 


Y 4.Ap 6/2:N 21 0 


United States. Congress. Senate. Committee on Appropriations. 


Proposed transfer of the National Oceanographic Office : 
hearing before a subcommittee of the Committee on Ap- 
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United States. Congress. Senate. Committee on Appropriations. 


Subcommittee on Public Works. 

Public works for water and power development and energy 
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States Senate, Ninety-fourth Congress, second session. — 
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United States. Congress. Senate. Committee on Appropriations. 


Subcommittee on Public Works. 

Public works for water and power development and energy 
research appropriations for fiscal year 1978 : hearings before 
a subcommittee of the Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first session, on H.R. 
7553 ... — Washington : U.S. Govt. Print. Off., 1977- 

v. ; 24 cm. 
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United States. Congress. Senate. Committee on Appropriations. 


Subcommittee on State, Justice, and Commerce, the Judicia- 
ry, and Related Agencies. 

Public works employment appropriations act : hearings be- 
fore subcommittees of the Committee on Appropriations, 
United States Senate, Ninety-fourth Congress, second session 
on H.R. 15194 ... : special hearing. — Washington : U.S. 
Govt. Print. Off., 1976. 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Departments of Labor and Health, Educa- 
tion, and Welfare and Related Agencies. 

Emergency shcool aid : hearings before a subcommittee of 
the Committee on Appropriations, United States Senate, 
Ninety-fourth Congress, second session : special hearing. — 
Washington : U.S. Govt. Print Off., 1976. 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on State, Justice, and Commerce, the Judicia- 
ry, and Related Agencies. 

Departments of State, Justice, and Commerce, the Judicia- 
ry, and related agencies appropriations for fiscal year 1978 : 
hearings before a subcommittee of the Committee on Ap- 
propriations, United States Senate, Ninety-fifth Congress, 
first session, on H.R. 7556 ...— Washington : U.S. Govt. 
Print. Off., 1977- 
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United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Transportation and Related Agencies. 
Department of Transportation and related agencies ap- 
propriations for fiscal year 1978 : hearings before a subcom- 
mittee of the Committee on Appropriatons, United States 
Senate, Ninety-fifth Congress, first session. — Washington : 
U.S. Govt. Print. Off., 1977- 
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United States. Congress. Senate. Committee on Appropriations. 


Subcommittee on Treasury, Postal Service, and General 
Government. 

Treasury, Postal Service, and general government ap- 
propriations for fiscal year 1978 : hearings before a subcom- 
mittee of the Committee on Appropriations, United States 
Senate, Ninety-fifth Congress, first session, on H.R. 7552 ... 
— Washington : U.S. Govt. Print. Off., 1977- 

v.: ill. ; 24 cm. 
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United States. Congress. House. Committee on Armed Services. 


Subcommittee on Military Installations and Facilities. 

Hearings on H.R. 5692 (H.R. 6690) to authorize certain 
construction at military installations, and for other purposes, 
and Full Committee consideration of H.R. 6690 before Mili- 
tary Installations and Facilities Subcommittee of the Commit- 
tee on Armed Services, House of Representatives, Ninety- 
fifth Congress, first session ...— Washington : U.S. Govt. 
Print. Off., 1977. 

ii, 549, vi p. : ill. ; 24 cm. — (H.A.S.C. ; no. 95-7) 
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Intelligence and Military Application of Nuclear Energy Sub- 
committee. 

Hearings on H.R. 6566, ERDA authorization legislation 
(national security programs) for fiscal year 1978, before the 
Intelligence and Military Application of Nuclear Energy Sub- 
committee of the Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, first session ...— 
Washington : U.S. Govt. Print. Off., 1977. 
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United States. Congress. House. Committee on Armed Services. 
Intelligence and Military Application of Nuclear Energy Sub- 
committee. 

Naval nuclear propulsion program, 1977 : hearing on H.R. 
6566 ... before the Intelligence and Military Application of 
Nuclear Energy Subcommittee of the Committee on Armed 
Services, House of Representatives, Ninety-fifth Congress, 
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uniformed services / Committee on Armed Services, House 
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United States. Congress. House. Committee on Armed Services. 
Full Committee consideration of reprograming action no. 
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Committee on Armed Services, House of Representatives, 
Ninety-fifth Congress, first session, July 19, 1977.— 
Washington : U.S. Govt. Print. Off., 1977. 
ii, 10 p. ; 24 cm. — (H.A.S.C. ; no. 95-31) 
@ltem 1012 
pbk. 
1. United States. Navy — Appropriations and expenditures. 
2. Aircraft carriers. I. Title. II. Series: United States. Con- 
gress. House. Committee on Armed Services. Serial, 95th 
Congress ; no. 95-31. 


OCLC 3278014 


77-16766 
Y 4.Ar 5/2 a:977-78/32 
United States. Congress. House. Committee on Armed Services. 
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Deputy Secretary of Defense ... before the Investigations 
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Committee consideration of H.R. 8247 and S. 1372, House 
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United States. Congressional Budget Office. 
Nuclear reprocessing and proliferation : alternative ap- House documents are available from the House Document 
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Washington : Congress of the United States, Congressional 


Budget Office : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977 95-1:H.doc.67 
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xxi, 59 p. 1 fold. leaf : ill, graphs ; 26 cm.— Monetary and Financial Policies. 
(Background paper - Congressional Budget Office ) Annual report to the President and to the Congress. 
Prepared by Richard M. Dowd and Katharine Terrie Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
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26 cm. (House document - 95th Congress, Ist session ; no. 
95-67) 

$3.75 

At head of title: International finance. 

Report covers fiscal year 1976. 

Annual. 

@ltem 996 

S/N 052-071-005 13-7 

Main series: United States. Congress. House. Document 

1. International finance. 2. Balance of payments — United 
States. I. Title. II. Series: United States. 95th Congress, Ist 
session, 1977. House. Document ; no. 95-67. 
HG3883.U7US8a 
332.4/5/0973 
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United States. Civil Service Commission. 


Annual report - U.S. Civil Service Commission. Document 
edition Washington, U.S. Govt. Print. Off. 

27 cm. (House document - 95th Congress, Ist session ; no. 
95-114) 
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““Message from the President of the United States trans- 
mitting the annual report of the U.S. Civil Service Commis- 
sion.” 
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“94-114” appears in error on the document. 
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Ill. Series: United States. 95th Congress, Ist session, 1977. 
House. Document ; no. 95-114. 
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U.S. Govt. Print. Off. 

24 cm. (House document - 95th Congress, Ist session ; no. 
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“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
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Monthly. 
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95th Congress, Ist session, 1977. House. Document ; no. 95- 
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“Communication from the Fiscal Assistant Secretary of the 
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Fund.” 
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21st annual report, 1975/76. 
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“Communication from the Fiscal Assistant Secretary of the 
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way Trust Fund.” 
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Annual report, highway safety improvement programs. Doc. ed. 


Washington, U.S. Govt. Print. Off. 
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Age and Surviviors Insurance and Disability Insurance Trust 
Funds. Washington, U.S. Govt. Print. Off. 

23 cm. (House document - 95th Congress, Ist session ; no. 
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Off. 
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“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
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Monthly. 
@ltem 996 
Main series: United States. Congress. House. Document 
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fice of Management and Budget. Il. Series: United States. 
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“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
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Monthly. 
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Main series: United States. Congress. House. Document 

1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
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fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
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U.S. Govt. Print. Off. 
24 cm. (House document - 95th Congress, Ist session ; no. 
95-181) 
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“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
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Monthly. 
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Main series: United States. Congress. House. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
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fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. House. Document ; no. 95- 
181. 
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95-1:H.rp.175 
United States. Congress. House. Committee on the Judiciary. 

Nora L. Kennedy : report to accompany H.R. 2658. — 
[Washington : U.S. Govt. Print. Off., 1977] 

4 p. ; 24 cm. — (House report - 95th Congress, Ist session 
; no. 95-175) 

Caption title. 

Issued Apr. 6, 1977. 

@litem 1008-B 
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95th Congress, Ist session, 1977. House. Report ; no. 95- 
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United States. Congress. House. Committee on the Judiciary. 
Patricia R. Tully : report to accompany H.R. 2661. — 
[Washington : U.S. Govt. Print. Off., 1977] 
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5 p. ; 24 cm. — (House report - 95th Congress, Ist session 
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Caption title. 
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1. Tully, Patricia Roussel. I. Title. Il. Series: United 
States. 95th Congress, Ist session, 1977. House. Report ; no. 
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95-1:H.rp.177 
United States. Congress. House. Committee on the Judiciary. 
Christopher Robert West : report to accompany H.R. 
2662. — [Washington : U.S. Govt. Print. Off., 1977] 
11 p. ; 24 cm.— (House report - 95th Congress, Ist ses- 
sion ; no. 95-177) 
Caption title. 
Issued Apr. 6, 1977. 
@ltem 1008-B 
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1. West, Christopher Robert. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. House. Report ; no. 
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95-1:H.rp.178 
United States. Congress. House. Committee on the Judiciary. 
Marlene Holder : report to accompany H.R. 2756. — 
[Washington : U.S. Govt. Print. Off., 1977] 
6 p. ; 24 cm. — (House report - 95th Congress, Ist session 
; no. 95-178) 
Caption title. 
Issued Apr. 6, 1977. 
@ltem 1008-B 
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1. Holder, Marlene Elizabeth. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. House. Report ; no. 
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OCLC 3319524 


77-16855 
95-1:H.rp.179 
United States. Congress. House. Committee on the Judiciary. 
Daniel Crowley : report to accompany H.R. 2940. — 
[Washington : U.S. Govt. Print. Off., 1977] 
6 p. ; 24 cm.— (House Report - 95th Congress, Ist ses- 
sion ; no. 95-179) 
Caption title. 
Issued Apr. 6, 1977. 
@ltem 1008-B 
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1. Crowley, Daniel. I. Title. II. Series: United States. 
95th Congress, Ist session, 1977. House. Report ; no. 95- 
179. 
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77-16856 
95-1:H.rp.180 
United States. Congress. House. Committee on the Judiciary. 
Mrs. Amelia Doria Nicholson : report to accompany H.R. 
2945. — [Washington : U.S. Govt. Print. Off., 1977] 


— (House report - 95th Congress, Ist session ; no. 95- 
180) 

Caption title. 

issued Apr. 6, 1977. 
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1. Nicholson, Amelia Doria. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. House. Report ; no. 
95-180. 
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95-1:H.rp.196 
United States. Congress. House. Committee on the Judiciary. 
Robert H. Glazier : report to accompany H.R. 1413. — 
[Washington : U.S. Govt. Print. Off., 1977] 
4 p. ; 24 cm. — (House report - 95th Congress, Ist session 
; no. 95-196) 
Caption title. 
Issued Apr. 18, 1977. 
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95-1:H.rp.197 
United States. Congress. House. Committee on the Judiciary. 
Marie Grant report to accompany H.R. 1427.— 
[Washington : U.S. Govt. Print. Off., 1977] 
4 p. ; 24 cm. — (House report - 95th Congress, Ist session 
; no. 95-197) 
Caption title. 
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77-16859 
95-1:H.rp.284 
United States. Congress. House. Committee on Post Office and 
Civil Service. 

Retention of life and health insurance benefits during 
retirement after 5 years of service : report to accompany 
H.R. 4319. — [Washington : U.S. Govt. Print. Off., 1977]. 

7 p. ; 24 cm. — (House report - 95th Congress, Ist session 
; no. 95-284) 

Caption title. 

Issued May 10, 1977. 

@ltem 1008-A 

pbk. 

1. Insurance, Government employees’ life — United States. 
2. Insurance, Government employees’ health — United States. 
3. United States. Officials and employees, Retired. I. Title. 
II. Series: United States. 95th Congress, Ist session, 1977. 
House. Report ; no. 95-284. 
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95-1:H.rp.319 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 
Reimbursement for seized commercial fishermen extension 
: report together with dissenting views to accompany H.R. 
4140. — [Washington : U.S. Govt. Print. Off., 1977] 
10 p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-319) 
Caption title. 
Issued May 13, 1977. 
@ltem 1008-A 
pbk. 
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Title. Il. Series: United States. 95th Congress, Ist session, 
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95-1:H.rp.350 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 10 : report to ac- 
company H. Res. 575.— [Washington : U.S. Govt. Print. 
Off., 1977] 

[1] p. ; 24 cm.— (House report - 95th Congress, Ist ses- 
sion ; no. 95-350) 

Issued May 17, 1977. 
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1. Bills, Legislative — United States. I. Title. Il. Series: 
United States. 95th Congress, Ist session, 1977. House. Re- 
port ; no. 95-350. 
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77-16862 
95-1:H.rp.351 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6884 : report to 
accompany H. Res. 576. — [Washington : U.S. Govt. Print. 
Off., 1977] 

[1] p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-351) 
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United States. 95th Congress, Ist session, 1977. House. Re- 
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95-1:H.rp.353 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6111 : report to 
accompany H. Res. 581.— [Washington : U.S. Govt. Print. 
Off., 1977] 

[1] p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-353) 

Issued May 18, 1977. 

@ltem 1008-A 
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1. Bills, Legislative — United States. I. Title. Il. Series: 
United States. 95th Congress, Ist session, 1977. House. Re- 
port ; no. 95-353. 
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95-1:H.rp.386 
United States. Congress. House. Committee on Appropriations. 

Appropriations Committee recommendations compared 
with the allocation of budget totals to the Appropriations 
Committee for fiscal year 1978 / submitted pursuant to sec- 
tion 307 of the Congressional budget act of 1974 by the 
Committee on Appropriations. — Washington : U.S. Govt. 
Print. Off., 1977. 

iii, 3 p. ; 23 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-386) 

Issued June 2, 1977. 

@item 1008-A 

pbk. 

1. United States. Congress. House. Committee on Ap- 
propriations — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, Ist session, 1977. 
House. Report ; no. 95-386. 
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95-1:H.rp.395 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against H.R. 7556 : report 
to accompany H. Res. 615.— [Washington : U.S. Govt. 
Print. Off., 1977] 

[1] p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-395) 
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Waiving certain points of order against H.R. 7636 : report 
to accompany H. Res. 616.— [Washington : U.S. Govt. 
Print. Off., 1977] 

[1] p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
sion ; no. 95-398) 
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1. Bills, Legislative — United States. I. Title. Il. Series: 
United States. 95th Congress, Ist session, 1977. House. Re- 
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95-1:H.rp.399 
United States. Congress. House. Committee on Rules. 
Providing for the consideration of H.R. 6666 : report to 
accompany H. Res. 617. — [Washington : U.S. Govt. Print. 
Off., 1977] 
{1} p. ; 24 cm. — (House report - 95th Congress, Ist ses- 
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accompany H. Res. 620. — [Washington : U.S. Govt. Print. 
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to accompany H. Res. 621. — [Washington U.S. Govt. 
Print. Off., 1977] 
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sion ; no. 95-577) 

Issued Aug. 5, 1977. 

@ltem 1008-A 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, Ist session, 1977. House. Re- 
port ; no. 95-577. 


OCLC 2864012 


LAWS 


Slip laws are for sale by the Supt. of Docs., Washington, D.C. 
20402, at a subscription price of $90.00 per session. Add 
$22.00 for foreign mailing. Single copies vary in price. 


77-16916 
95-1:Pub.Law 39 
United States. Laws, statutes, etc. 

Energy Research and Development Administration ap- 
propriation authorization : [an act to authorize appropria- 
tions to the Energy Research and Development Administra- 
tion in accordance with section 261 of the Atomic energy act 
of 1954, as amended, section 305 of the Energy reorganiza- 
tion act of 1974, and section 16 of the Federal nonnuclear 
energy research and development act of 1974, and for other 
purposes] — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1977] 

20402 

[23] p. ; 23 cm. — (Public Law ; 95-39) 

S. 36 enacted into Pub. Law 95-39. 

Approved June 3, 1977. 

“91 STAT. 180” 

@ltem 575 

pbk. : $0.35 

1. United States. Energy Research and Development Ad- 
ministration — Appropriations and expenditures. 2. Energy 
policy — United States. I. Title. II. Series. 


OCLC 3279586 


77-16917 
95-1:Pub.Law 87 
United States. Laws, statutes, etc. 

An act to provide for the cooperation between the Secreta- 
ry of the Interior, and the States with respect to the regula- 
tion of surface coal mining operations, and the acquisition 
and reclamation of abandoned mines, and for other purposes. 
— [Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977] 

20402 

[85] p. ; 24 cm. — (Public Law ; 95-87) 

Caption title. 

H.R. 2 enacted into Pub. Law 95-87. 

Approved Aug. 3, 1977. 

“91 STAT. 445” 

@ltem 575 

pbk. : $1.35 

1. Mines and mineral resources— United States. 2. 
Reclamation of land — Environmental aspects — United 
States. 3. Strip mining—Law and _ legislation — United 
States. I. Title. Il. Series. 


OCLC 3278214 


Page 169 





Government Publications 


77-16918 
95-1:Pub.Law 88 
United States. Laws, statutes, etc. 

An act to amend the Foreign assistance act of 1961 to 
authorize development assistance programs for fiscal year 
1978, to amend the Agricultural trade development and 
assistance act of 1954 to make certain changes in the 
authorities of that act, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977] 

[20] p. ; 24 cm. — (Public Law ; 95-88) 

Caption title. 

H.R. 6714 enacted into Pub. Law 95-88. 

Approved Aug. 3. 1977. 

“91 STAT. 533” 

@ltem 575 

pbk. : $0.35 

1. Economic assistance, American. 
ican. 3. Technical assistance, American. 
ries. 


2. Food relief, Amer- 
I. Title. Il. Se- 


OCLC 3278228 


77-16919 
95-1:Pub.Law 89 
United States. Laws, statutes, etc. 

An act to amend the Small business act and the Small busi- 
ness investment act of 1958 to increase loan authorization 
and surety bond guarantee authority, and to improve the dis- 
aster assistance, certificate of competency, and small business 
set-aside programs, and for other purposes. — [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977] 

[11] p. ; 24cm. — (Public Law ; 95-89) 

Caption title. 

H.R. 692 enacted into Pub. Law 95-89. 

Approved Aug. 4, 1977. 

“91 STAT. 553” 

@ltem 575 

pbk. : $0.35 

1. United States. Small Business Administration — Ap- 
propriations and expenditures. 2. Government lending — 
United States. 3. Small business — Law and legislation — 
United States. 4. Small business investment companies. I. 
Title. Il. Series. 


OCLC 3278234 


77-16920 
95-1:Pub.Law 91 
United States. Laws, statutes, etc. 

An act to establish a Department of Energy in the execu- 
tive branch by the reorganization of energy functions within 
the Federal government in order to secure effective manage- 
ment to assure a coordinated national energy policy, and for 
other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977] 

20402 

[49] p. ; 24cm. — (Public Law ; 95-91) 

Caption title. 

S. 826 enacted into Pub.Law 95-91. 

Approved Aug. 4, 1977. 

“91 STAT. 565” 

@ltem 575 

pbk. : $0.85 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. Energy policy — United States. I. Title. 
ll. Series. 


OCLC 3279572 
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95-1:Pub.Law 93 


United States. Laws, statutes, etc. 


An act to provide employment and training opportunities 
for youth, and to provide for other improvements in employ- 
ment and training programs. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977] 

[26] p. ; 24 cm. — (Public Law ; 95-93) 

Caption title. 

H.R. 6138 enacted into Pub. Law 95-93. 

Approved Aug. 5, 1977. 

“91 STAT. 627” 

@iltem 575 

pbk. : $0.45 

1. Occupational training — Law and legislation — United 
States. 2. Youth — Employment — United States. I. Title. 
Il. Series. 


OCLC 3279660 


77-16922 


95-1:Pub.Law 94 
United States. Laws, statutes, etc. 

An act making appropriations for the legislative branch for 
the fiscal year ending September 30, 1978, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977] 

20402 

[32] p. ; 24 cm. — (Public Law ; 95-94) 

Caption title. 

H.R. 7932 enacted into Pub. Law 95-94. 

Approved Aug. 5, 1977. 

“91 STAT. 653” 

@item 575 

pbk. : $0.45 

1. United States. Congress — Appropriations and expendi- 
tures. 2. United States — Appropriations and expenditures. 
I. Title. Ul. Series. 


OCLC 3280556 


77-16923 
95-1:Pub.Law 95 
United States. Laws, statutes, etc. 

An act to amend the Clean air act, and other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977] 

20402 

(112) p. ; 24 cm. — (Public Law ; 95-95) 

Caption title. 

H.R. 6161 enacted into Pub. Law 95-95. 

Approved August. 7, 1977. 

“91 STAT. 685.” 

@ltem 575 

pbk. : $1.80 

1. Air — Pollution — Law and legislation — United States. 
I. Title. Il. Series. 


OCLC 3315392 


77-16924 
95-1:Pub.Law 96 
United States. Laws, statutes, etc. 

An act making appropriations for public works for water 
and power development and energy research for the fiscal 
year ending September 30, 1978, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977] jf 
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20402 

[13] p. ; 24cm. — (Public Law ; 95-96) 

H.R. 7553 enacted into Pub. Law 95-96. 

Approved Aug. 7, 1977. 

“91 STAT. 797” 

@ltem 575 

pbk. : $0.35 

1. United States — Appropriations and expenditures, 1978. 
2. United States — Public works. I. Title. II. Series. 


OCLC 3279605 


77-16925 
95-1:Pub.Law 97 
United States. Laws, statutes, etc. 

Agriculture and related agencies appropriations, fiscal year 
1978 : [an act making appropriations for Agriculture and re- 
lated agencies programs for the fiscal year ending September 
30, 1978, and for other purposes]. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977] 

20402 

[20] p. ; 24cm. — (Public Law ; 95-97) 

H.R. 7558 enacted into Pub. Law 95-97. 

Approved Aug. 12, 1977. 

“91 STAT. 810” 

@item 575 

pbk. : $0.35 

1. United States. Dept. of Agriculture — Appropriations 
and expenditures. 2. United States — Appropriations and 
expenditures, 1978. I. Title. Il. Series. 


OCLC 3278239 


77-16926 
95-1:Pub.Law 99 
United States. Laws, statutes, etc. 

An act to authorize appropriations for activities of the Na- 
tional Science Foundation, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977] 

20402 

[5] p. ; 24 cm. — (Public Law ; 95-99) 

Caption title. 

H.R. 4991 enacted into Pub. Law 95-99. 

Approved Aug. 15, 1977. 

“91 STAT. 831” 

@ltem 575 

pbk. : $0.35 

1. United States. National Science Foundation — Ap- 
propriations and expenditures. I. Title. II. Series. 


OCLC 3279576 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


77-16927 
95-1:S.doc.34 
United States. Congress. Senate. Committee on Government 
Operations. Subcommittee on Reports, Accounting, and 
Management. 

The accounting establishment : a staff study / prepared by 
the Subcommittee on Reports, Accounting, and Management 
of the Committee on Government Operations, United States 
Senate. — Washington : U.S. Govt. Print. Off., 1977. 


20402 

xxi, 1760 p. : ill. ; 24 cm.— (Senate document - 95th 
Congress, Ist session ; no. 95-34) 

Issued Mar. 31, 1977. 

Contains bibliographical references. 

To be sent to depository libraries as Serial 13178-3. 

S/N 052-071-005 14-5 

pbk. : $12.00 

1. Accounting — History — United States. I. Title. Il. 
Series: United States. 95th Congress, Ist session, 1977. 
Senate. Document ; no. 95-34. 


OCLC 3010476 


77-16928 
95-1:S.doc.36 
Cumulative report on rescissions and deferrals of budget 
authority. Washington, U.S. Govt. Print. Off. 
24 cm. (Senate document - 95th Congress, Ist session ; no. 
95-36) 
“Communication from Director, Office of Management 
and Budget, Executive Office of the President.” 
Apr. 1977. 
“(EC 1097)” 
Monthly. 
@item 996 
Main series: United States. Congress. Senate. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. Senate. Document ; no. 95- 
36. 


OCLC 2865064 


77-16929 
95-1:S.doc.43 
Cumulative report on rescissions and deferrals of budget 
authority. Washington, U.S. Govt. Print. Off. 
24 cm. (Senate document - 95th Congress, Ist session ; no. 
95-43) 
“Communication from the Director, Office of Management 
and Budget, Executive Office of the President.” 
May 1977. 
Monthly. 
@ltem 996 
Main series: United States. Congress. Senate. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. Senate. Document ; no. 95- 
43. 


OCLC 2865064 


77-16930 
95-1:S.doc.49 
Cumulative report on rescissions and deferrals of budget 
authority. Washington, U.S. Govt. Print. Off. 
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24 cm. (Senate document - 95th Congress, Ist session ; no. 
95-49) 

“Communication from Director, Office of Management 
and Budget, Executive Office of the President.” 

June 1977. 

“(EC 1500)” 

Monthly. 

@ltem 996 

Main series: United States. Congress. Senate. Document 

1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. Il. Series: United States. 
95th Congress, Ist session, 1977. Senate. Document ; no. 95- 
49. 


OCLC 2865064 


77-16931 
95-1:S.doc.54 
Cumulative report on rescissions and deferrals of budget 
authority. Washington, U.S. Govt. Print. Off. 
24 cm. (Senate document - 95th Congress, Ist session ; no. 
95-54) 
“Communication from Director, Office of Management 
and Budget, Executive Office of the President.” 
July 1977. 
“(EC 1606)” 
Monthly. 
@ltem 996 
Main series: United States. Congress. Senate. Document 
1. Budget — United States. 2. Executive impoundment of 
appropriated funds — United States. 3. United States — Ap- 
propriations and expenditures, 1977. I. United States. Of- 
fice of Management and Budget. II. Series: United States. 
95th Congress, Ist session, 1977. Senate. Document ; no. 95- 
54. 


OCLC 2865064 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


77-16932 


95-1:S.rp.100 
United States. Congress. Senate. Committee on the Judiciary. 

To restore posthumously full rights of citizenship to Jeffer- 
son F. Davis report to accompany S.J. Res. 16. — 
[Washington : U.S. Govt. Print. Off., 1977] 

5 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-100) 

Caption title. 

Issued Apr. 22, 1977. 

@ltem 1008-A 

pbk. 

1. Davis, Jefferson, 1808-1889. I. Title. II. Series: 
United States. 95th Congress, Ist session, 1977. Senate. Re- 
port ; no. 95-100. 


OCLC 3278442 


77-16933 
95-1:S.rp.126 
Constitutional amendments, annual report. Washington, U.S. 
Govt. Print. Off. 
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23 cm. (Senate report - 95th Congress, Ist session ; no. 
95-126) 

“Report of the Committee on the Judiciary, United States 
Senate, made by its Subcommittee on Constitutional Amend- 
ments.” 

1976. 

@item 1008-A 

Main series: United States. Congress. Senate. Report 

1. United States. Constitution — Amendments — Periodi- 
cals. I. United States. Congress. Senate. Committee on the 
Judiciary. Subcommittee on Constitutional Amendments. _ II. 
Series: United States. 95th Congress, Ist session, 1977. 
Senate. Report ; no. 95-126. 


OCLC 3266787 


77-16934 
95-1:S.rp.139 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 
Lt. Gen. Ira C. Eaker medal : report to accompany S. 425. 
— [Washington : U.S. Govt. Print. Off., 1977] 
1 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-139) 
Issued May 12, 1977. 
@ltem 1008-A 
pbk. 
1. Eaker, Ira C 2. Medals — Law and legislation — United 
States. I. Title. Il. Series: United States. 95th Congress, Ist 
session, 1977. Senate. Report ; no. 95-139. 


OCLC 3279619 


77-16935 
95-1:S.rp.170 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Public officials integrity act of 1977 : report of the Com- 
mittee on Governmental Affairs, United States Senate, to ac- 
company S. 555 ...— Washington : U.S. Govt. Print. Off., 
1977. 

iii, 204 p. ; 24 cm. — (Senate report - 95th Congress, Ist 
session ; no. 95-170) 

Issued May 16, 1977. 

@ltem 1008-A 

pbk. 

1. Conflict of interests (Public office) — United States. 2. 
Corruption (in politics) — United States. I. Title. Il. Se- 
ries: United States. 95th Congress, Ist session, 1977. Senate. 
Report ; no. 95-170. 


OCLC 3279779 


77-16936 


95-1:S.rp.178 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

Extension of Fisherman's protective act reimbursement 
program : report to accompany S. 1184.— [Washington : 
U.S. Govt. Print. Off., 1977] 

7 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-178) 

Caption title. 

Issued May 16, 1977. 

@ltem 1008-A 

pbk. 
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1. Fishermen — Legal status, laws, etc. — United States. I. 
Title. Il. Series: United States. 95th Congress, Ist session, 
1977. Senate. Report ; no. 95-178. 


OCLC 3280582 


77-16937 


95-1:S.rp.217 
United States. Congress. Senate. Select Committee on Intel- 
ligence. 

Annual report to the Senate of the Select Committee on 
Intelligence, United States Senate, together with additional 
views. Washington, U.S. Govt. Print. Off. 

24 cm. (Senate report - 95th Congress, Ist session ; no. 
95-217) 

Ist- 1977- 

Also issued as committee print, classification no.: Y 4.In 
8/19:An 7. 

May 1977. 

@ltem 1008-A 

Main series: United States. Congress. Senate. Report 

1. United States. Congress. Senate. Select Committee on 
Intelligence. 2. Intelligence service — United States. I. 
Title. Il. Series: United States. 95th Congress, Ist session, 
1977. Senate. Report ; no. 95-217. 


OCLC 3130067 


77-16938 


95-1:S.rp.238 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Yardeka Day School land : report to accompany S. 947. — 
[Washington : U.S. Govt. Print. Off., 1977] 

7 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-238) 

Caption title. 

Issued June 6, 1977. 

@ltem 1008-A 

pbk. 

1. Creek Indians — Land transfers. 2. Indians of North 
America — Oklahoma — Land transfers. I. Title. II. Series: 
United States. 95th Congress, Ist session, 1977. Senate. Re- 
port ; no. 95-238. 


OCLC 3278467 


77-16939 


95-1:S.rp.251 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Committee on Governmental Affairs annual expenditure 
authorization. Washington, U.S. Govt. Print. Off. 

24 cm. (Senate report - 95th Congress, Ist session ; no. 
95-251) 

1977/78. 

@item 1008-A 

Main series: United States. Congress. Senate. Report 

1. United States. Congress. Senate. Committee on Govern- 
mental Affairs — Appropriations and expenditures. I. Title. 
Il. Series: United States. 95th Congress, Ist session, 1977. 
Senate. Report ; no. 95-251. 


OCLC 3266542 


77-16940 
95-1:S.rp.253 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 
Committee on the Judiciary annual expenditure authoriza- 
tion. Washington, U.S. Govt. Print. Off. 
24 cm. (Senate report - 95th Congress, Ist session ; no. 
95-253) 
1977/78. 
@ltem 1008-A 
Main series: United States. Congress. Senate. Report 
1. United States. Congress. Senate. Committee on the Ju- 
diciary — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, Ist session, 1977. Senate. 
Report ; no. 95-253. 


OCLC 3266237 


77-16941 
95-1:S.rp.261 
United States. Congress. Senate. Committee on the Judiciary. 
For the relief of the First Baptist Church of Paducah, Ky. : 
report to accompany S. 422.— [Washington : U.S. Govt. 
Print. Off., 1977] 
3 p. ; 24 cm. — (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-261) 
Caption title. 
Issued June 10, 1977. 
@ltem 1008-B 
pbk. 
1. First Baptist Church of Paducah, Ky. I. Title. II. Se- 
ries: United States. 95th Congress, Ist session, 1977. Senate. 
Report ; no. 95-261. 


OCLC 3319441 


77-16942 
95-1:S.rp.284 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Outer continental shelf lands act amendments of 1977 : re- 
port of the Committee on Energy and Natural Resources, 
United States Senate, together with minority views to accom- 
pany S. 9. — Washington : U.S. Govt. Print. Off., 1977. 

iii, 228 p. ; 24 cm. — (Senate report - 95th Congress, Ist 
Session ; no. 95-284) 

Issued June 21, 1977. 

@ltem 1008-A 

pbk. 

1. Continental shelf — Economic aspects — United States. 
2. Marine resources conservation — Law and legislation — 
United States. 3. Oil and gas leases — United States. 4. 
Energy policy — United States. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. Senate. Report ; no. 
95-284. 


OCLC 3101365 


77-16943 
95-1:S.rp.294 
United States. Congress. Senate. Committee on the Judiciary. 
Hee Kyung Yoo : report to accompany H.R. 4246. — 
[Washington : U.S. Govt. Print. Off., 1977] 
5 p. ; 24 cm. — (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-294) 
Caption title. 
Issued June 23, 1977. 
@ltem 1008-B 
pbk. 
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1. Yoo, Hee Kyung. I. Title. Il. Series: United States. 
95th Congress, Ist session, 1977. Senate. Report ; no. 95- 
294 


OCLC 3321799 


77-16944 
95-1:S.rp.318 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. 

Treatment of Anatoly Scharansky and Yurt [i.e. Yuri] 
Orlov : report to accompany S. Res. 198. — [Washington : 
U.S. Govt. Print. Off., 1977]. 

2 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-318) 

Caption title. 

Issued June 30, 1977. 

@ltem 1008-A 

pbk. 

1. Scharansky, Anatoly. 2. Orlobv, Yuri. 3. Civil rights 
(International law). 4. Civil rights — Russia. I. Title. Il. 
Series: United States. 95th Congress, Ist session, 1977. 
Senate. Report ; no. 95-318. 


OCLC 3278151 


77-16945 
95-1:S.rp.326 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Program evaluation act of 1977 : report of the Committee 
on Governmental Affairs, United States Senate to accompany 
S. 2 ... together with supplemental and additional views. — 
Washington : U.S. Govt. Print. Off., 1977. 

iii, 70 p. ; 24 cm.— (Senate report - 95th Congress, Ist 
session ; no. 95-326) 

Issued July 1, 1977. 

@ltem 1008-A 

pbk. 

1. Government spending policy— United States. 2. 
Budget — United States. 3. United States — Appropriations 
and expenditures. I. Title. Il. Series: United States. 95th 
Congress, Ist session, 1977. Senate. Report ; no. 95-326. 


OCLC 3286916 


77-16946 
95-1:S.rp.329 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 
Oregon omnibus wilderness act of 1977 : report to accom- 
pany S. 658. — [Washington : U.S. Govt. Print. Off., 1977] 
12 p. : maps ; 24 cm. — (Senate report - 95th Congress, 
Ist session ; no. 95-329) 
Caption title. 
Issued July 6, 1977. 
@item 1008-A 
pbk. 
1. Law — Oregon. I. Title. Il. Series: United States. 95th 
Congress, Ist session, 1977. Senate. Report ; no. 95-329. 


OCLC 3279591 


77-16947 
95-1:S.rp.342 
United States. Congress. Senate. Committee on Finance. 
Increase in credit for contributions to candidates for the 
U.S. Senate : report to accompany H.R. 3340. — 
[ Washington : U.S. Govt. Print. Off., 1977] 
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13 p. ; 24 cm. — (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-342) 

Caption title. 

Issued July 13, 1977. 

@ltem 1008-A 

pbk. 

1. Income tax — United States — Deductions — Expenses. 
I. Title. Ul. Series: United States. 95th Congress, Ist session, 
1977. Senate. Report ; no. 95-342. 


OCLC 3279733 


77-16948 


95-1:S.rp.346 


United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Incorporating additional areas and portions of streets into 
the United States Capitol Grounds : report to accompany S. 
1859. — [Washington : U.S. Govt. Print. Off., 1977] 

3 p. ; 24 cm.— (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-346) 

Caption title. 

Issued July 14, 1977. 

@ltem 1008-A 

pbk. 

1. Washington, D.C. Capitol. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. Senate. Report ; no. 
95-346. 


OCLC 3279772 


77-16949 


95-1:S.rp.349 


United States. Congress. Conference Committees, 1977. 


Amending the Public health service act : conference report 
to accompany H.R. 4975. — [Washington : U.S. Govt. Print. 
Off., 1977] 

31 p. ; 24 cm. — (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-349) 

Caption title. ‘ 

Issued July 14, 1977. 

@ltem 1008-A 

pbk. 

1. Biomedical materials — Research — United States. 2. 
Health planning — Law and legislation — United States. 3. 
Health services administration. 4. Medical research — Law 
and legislation — United States. 5. Medical research — 
Research grants — United States. I. Title. II. Series: United 
States. 95th Congress, Ist session, 1977. Senate. Report ; no. 
95-349. 


OCLC 3279692 


77-16950 


95-1:S.rp.354 


United States. Congress. Senate. Committee on the Judiciary. 


Amendments to the Federal rules of criminal procedure : 
report to accompany H.R. 5864. — [Washington : U.S. Govt. 
Print. Off., 1977] 

17 p. ; 24 cm. — (Senate report - 95th Congress, Ist ses- 
sion ; no. 95-354) 

Caption title. 

Issued July 20, 1977. 

@item 1008-A 

pbk. 





December 1977 


1. Criminal procedure — United States. I. Title. Il. Se- 
ries: United States. 95th Congress, Ist session, 1977. Senate. 
Report ; no. 95-354. 


OCLC 3279740 


77-1695 1 
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first session, on H.R. 2729, March 14, 
1977., 77-16740 


United States. Congress. House. Committee 
on Education and Labor. 
Building and construction trades on pen- 
sions and other employee benefit plans 
hearing before the Committee on 
Education and Labor, House of 
Representatives, Nintey-fifth Congress, 
first session ... April 19, 1977., 77- 
16779 
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United States. Congress. House. Committee 
on Education and Labor. Subcommittee 
on Elementary, Secondary, and 
Vocational Education. 

Bilingual education., 77-16780 


Hearings before the Subcommittee on 
Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 15, to extend for 
five years certain elementary, seconda- 
ry, and other education programs ..., 
77-16780 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee 
on Labor Standards. 

Bill to repeal subminimum wage provi- 
sions for full-time students : hearing 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fourth Congress, second 
session, on H.R. 12596 ... April 1, 
1976., 77-16781 


United States. Congress. House. Committee 
on Government Operations. 
Energy tax act of 1977., 77-16889 


National energy act : report to accom- 
pany H.R. 6831 ..., 77-16889 


United States. Congress. House. Committee 
on Government Operations. Legislation 
and National Security Subcommittee. 
Federal grant and cooperative agreement 

act of 1977 : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 7691 ... June 22, 1977., 
77-16786 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 

Serial, 94th Congress ; no. 94-47. 

To provide for an additional assistant 
Secretary of the Interior responsible 
for Indian affairs : hearing before the 
Subcommittee on Indian Affairs of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fourth Congress, second ses- 
sion, on H.R. 4344, H.R. 8536, and 
H.R. 11258 ... March 4, 1976., 77- 
16803 


Serial, 95th Congress ; no. 95-1. 

Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
77-16804 
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Serial, 95th Congress ; no. 95-4. 

The transportation of Alaskan natural 
gas : oversight hearings before the 
Subcommittee on Indian Affairs and 
Public Lands of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16805 


Serial, 95th Congress ; no. 95-5. 

Endangered American wilderness act : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 77-16806 


Serial, 95th Congress ; no. 95-14. 

Authorizing construction of the San Luis 
Unit, Central Valley Project, California 
: hearing before the Subcommittee on 
Water and Power Resources, of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4390 ... April 20, 1977., 77- 
16807 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Energy and the 
Environment. 

Reclamation practices and environmental 
problems of surface mining : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 2 ..., 
77-16804 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Indian Affairs. 

To provide for an additional assistant 
Secretary of the Interior responsible 
for Indian affairs : hearing before the 
Subcommittee on Indian Affairs of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fourth Congress, second ses- 
sion, on H.R. 4344, H.R. 8536, and 
H.R. 11258 ... March 4, 1976., 77- 
16803 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Indian Affairs and 
Public Lands. 

Endangered American wilderness act : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 77-16806 


The transportation of Alaskan natural 
gas : oversight hearings before the 
Subcommittee on Indian Affairs and 
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Public Lands of the Committee on In- 
terior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16805 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Water and Power 
Resources. 

Authorizing construction of the San Luis 
Unit, Central Valley Project, California 
: hearing before the Subcommittee on 
Water and Power Resources, of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 4390 ... April 20, 1977., 77- 
16807 


United States. Congress. House. Committee 
on International Relations. 
Trading with the enemy act reform 
legislation : report of the Committee 
on International Relations, on H.R. 
7738 ..., 77-16883 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on Asian and Pacific Affairs. 

Human rights in East Timor and the 
question of the use of U.S. equipment 
by the Indonesian Armed Forces : 
hearing before the Subcommittees on 
International Organizations and on 
Asian and Pacific Affairs of the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, March 23, 
1977., 77-16808 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Organizations. 

Human rights in East Timor and the 
question of the use of U.S. equipment 
by the Indonesian Armed Forces : 
hearing before the Subcommittees on 
International Organizations and on 
Asian and Pacific Affairs of the Com- 
mittee on _ International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, March 23, 
1977., 77-16808 


Human rights in the international com- 
munity and in U.S. foreign policy, 
1945-76 /, 77-16809 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Political and Military 
Affairs. 

Seizure of the Mayaguez : hearings be- 
fore the Subcommittee on _ Interna- 
tional Political and Military Affairs of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fourth Congress, first session ..., 
77-16810 





United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Energy tax act of 1977., 77-16889 


National energy act : report to accom- 
pany H.R. 6831 ..., 77-16889 

Serial, 95th Congress ; no. 95-15. 

Long-term energy policy issues : hearing 
before the Subcommittee on Energy 
and Power, of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... March 23, 1977., 
77-16797 


Serial, 95th Congress ; no. 95-16. 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 77-16798 


Serial, 95th Congress ; no. 95-17. 

Clinical laboratory improvement act of 
1977 : hearings before the Subcommit- 
tee on Health and the Environment of 
the Committee on Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6221 ... June 14 
and 15, 1977., 77-16799 


Serial, 95th Congress ; no. 95-18. 

Recombinant DNA research act of 1977 
: hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session ... 
March 15, 16, and 17, 1977., 77- 
16800 


Serial, 95th Congress ; no. 95-19. 

Nursing home abuses : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... March 15 and 16, 
1977., 77-16801 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Energy and Power. 
Long-term energy policy issues : hearing 

before the Subcommittee on Energy 
and Power, of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... March 23, 1977., 
77-16797 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Health and the 
Environment. 

Clinical laboratory improvement act of 
1977 : hearings before the Subcommit- 
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tee on Health and the Environment of 
the Committee on _ Interstate and 
Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 6221 ... June 14 
and 15, 1977., 77-16799 


Recombinant DNA research act of 1977 
: hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, first session ... 
March 15, 16, and 17, 1977., 77- 
16800 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Oversight and 
Investigations. 

Adverse personnel actions against profes- 
sional staff members at the Federal 
Power Commission : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 77-16798 


Nursing home abuses : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... March 15 and 16, 

1977., 77-16801 
United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Reimbursement for seized commercial 
fishermen extension : report together 
with dissenting views to accompany 
H.R. 4140., 77-16860 

Report of the Committee on Merchant 
Marine and Fisheries, on allocation of 
budget totals to subcommittees., 77- 
16914 


Serial, 95th Congress ; no. 95-2. 

Oil pollution liability : hearings before 
the Subcommittee on Coast Guard and 
Navigation of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 77-16816 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Coast Guard and 
Navigation. 

Oil pollution liability : hearings before 
the Subcommittee on Coast Guard and 
Navigation of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 77-16816 

United States. Congress. House. Committee 
on Post Office and Civil Service. 

Report of the Committee on Post Office 
and Civil Service /, 77-16881 
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Retention of life and health insurance 
benefits during retirement after 5 years 
of service : report to accompany H.R. 
4319., 77-16859 

Serial, 95th Congress ; no. 95-18. 

Grade retention benefits for certain 
Federal employees hearings before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 5330 
and H.R. 6953 ... June 20 and 27, 
1977., 77-16818 


Serial, 95th Congress ; no. 95-19. 

Federal ethics and financial disclosure : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6954, H.R. 2733, and H.R. 3928, 
June 16 and 23, 1977., 77-16819 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Compensation and 
Employee Benefits. 

Grade retention benefits for certain 
Federal employees : hearings before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 5330 
and H.R. 6953 June 20 and 27, 
1977., 77-16818 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Employee Ethics and 
Utilization. 

Federal ethics and financial disclosure : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6954, H.R. 2733, and H.R. 3928, 
June 16 and 23, 1977., 77-16819 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Energy tax act of 1977., 77-16889 
National energy act : report to accom- 

pany H.R. 6831 ..., 77-16889 

United States. Congress. House. Committee 
on Rules. 

Establishing a Select Committee on 
Population : report to accompany H. 
Res. 70., 77-16898 

Providing for the consideration of H.R. 3 
: report to accompany H. Res. 743., 
77-16915 


Providing for the consideration of H.R. 
10 : report to accompany H. Res. 575., 
77-16861 
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Providing for the consideration 
2176 : report to accompany 
728., 77-16908 


Providing for the consideration 
2777 : report to accompany 
638., 77-16874 

Providing for the consideration 
3744 : report to accompany 
715., 77-16903 


Providing for the consideration 
3816 : report to accompany 
718., 77-16905 


Providing for the consideration 
4287 : report to accompany 
682., 77-16890 


Providing for the consideration 
4544 : report to accompany 
702., 77-16896 


Providing for the consideration 
4740 : report to accompany 
714., 77-16901 


Providing for the consideration 
5023 : report to accompany 
642., 77-16878 


Providing for the consideration 
5383 : report to accompany 
738., 77-16913 


Providing for the consideration 
5400 : report to accompany 
685., 77-16892 


Providing for the consideration 
5959 : report to accompany 
643., 77-16879 


Providing for the consideration 
6111 : report to accompany 
581., 77-16863 


Providing for the consideration 
6135 : report to accompany 
622., 77-16871 


Providing for the consideration 
6161 : report to accompany 
733., 77-16910 


Providing for the consideration 
6566 : report to accompany 
640., 77-16876 


Providing for the consideration 
6666 : report to accompany 
617., 77-16867 


Providing for the consideration 
6669 : report to accompany 
641., 77-16877 


Providing for the consideration 
6683 : report to accompany 
639., 77-16875 

Providing for the consideration 
6884 : report to accompany 
576., 77-16862 

Providing for the consideration 


6951 : report to accompany 
703., 77-16897 
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Providing for the consideration of H.R. 
7073 : report to accompany H. Res. 
620., 77-16869 


Providing for the consideration of H.R. 
7932 : report to accompany H. Res. 
664., 77-16885 


Providing for the consideration of H.R. 
8444 : report to accompany H. Res. 
727., 77-16906 

Waiving certain points of order against 
H.R. 7553 : report to accompany H. 
Res. 621., 77-16870 


Waiving certain points of order against 
H.R. 7554 : report to accompany H. 
Res. 624., 77-16872 


Waiving certain points of order against 
H.R. 7556 : report to accompany H. 
Res. 615., 77-16865 


Waiving certain points of order against 
H.R. 7589 : report to accompany H. 
Res. 618., 77-16868 


Waiving certain points of order against 
H.R. 7636 : report to accompany H. 
Res. 616., 77-16866 


Waiving certain points of order against 
H.R. 7797 : report to accompany H. 
Res. 649., 77-16880 

Waiving certain points of order against 


H.R. 7933 : report to accompany H. 
Res. 655., 77-16884 


Waiving certain points of order against 
the conference report on S. 826 : re- 
port to accompany H. Res. 731., 77- 
16909 


United States. Congress. House. Committee 
on Science and Technology. 

Serial, 95th Congress; no. 95-2-3, 95-5, 
[etc.] 

1978 ERDA authorization : hearing be- 
fore the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16821 

1978 ERDA authorization : hearing be- 
fore the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16821 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Aviation and Transportation, R & D. 
Fiscal year 1977 budget justification 

(Research, engineering and develop- 
ment approriation) for the Committee 
on Science and Technology, Subcom- 
mittee on Aviation and Transportation, 
R & D., 77-16647 

United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
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on Fossil and Nuclear Energy Research, 

Development, and Demonstration. 

1978 ERDA authorization : hearing be- 
fore the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16821 


United States. Congress. House. Committee 
on Small Business. Subcommittee on 
Minority Enterprise and General 
Oversight. 

Defense manpower policy four and DOD 
minority enterprise subcontracting pro- 
gram : hearings before the Subcommit- 
tee on Minority Enterprise and 
General Oversight of the Committee 
on Small Business, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ... June 1 and 2, 1977., 77-16822 


United States. Congress. House. Committee 
on the Judiciary. 

Adjustment of status for Indochina refu- 
gees : report together with additional 
views to accompany H.R. 7769., 77- 
16907 


Christopher Robert West : report to ac- 
company H.R. 2662., 77-16853 


Daniel Crowley : report to accompany 
H.R. 2940., 77-16855 


Marie Grant : report to accompany H.R. 
1427., 77-16858 


Marlene Holder : report to accompany 
H.R. 2756., 77-16854 


Mrs. Amelia Doria Nicholson : report to 
accompany H.R. 2945., 77-16856 


Nora L. Kennedy : report to accompany 
H.R. 2658., 77-16851 


Patricia R. Tully : report to accompany 
H.R. 2661., 77-16852 


Robert H. Glazier : report to accompany 
H.R. 1413., 77-16857 


Serial, 95th Congress ; no. 95-8. 

Government in the sunshine act imple- 
mentation : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ... February 23, 1977., 77- 
16812 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Administrative Law and Governmental 
Relations. 

Government in the sunshine act imple- 
mentation : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ... February 23, 1977., 77- 
16812 





United States. Congress. House. Committee 
on Veterans’ Affairs. 
Report of the Committee on Veterans’ 
Affairs /, 77-16873 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Cemeteries and Burial Benefits. 

Oversight hearings on the National ceme- 
teries act and related matters 
hearings before the Subcommittee on 
Cemeteries and Burial Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session ... May 24, and 
June 7, 1977., 77-16827 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Education and Training. 

Veterans’ education and readjustment 
legislation, 1977 : hearings before the 
Subcommittee on Education and 
Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16828 


United States. Congress. House. Committee 
on Ways and Means. 
Annual report of the Social Security Ad- 
ministration., 77-16831 


Energy tax act of 1977., 77-16889 


National energy act : report to accom- 
pany H.R. 6831 ..., 77-16889 


Public debt ceiling : hearing before the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session August I, 
1977., 77-16834 


Report of the Committee on Ways and 
Means /, 77-16888 


Serial, 95th Congress ; no. 95-14. 

Public assistance legislative recommenda- 
tions : hearings before the Subcommit- 
tee on Public Assistance and Unem- 
ployment Compensation of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16832 


Serial, 95th Congress ; no. 95-22. 

Miscellaneous revisions relating to vari- 
ous timing requirements under the In- 
ternal revenue code : hearing before 
the Subcommittee on Miscellaneous 
Revenue Measures of the Committee 
on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7320 ... July 15, 
1977., 77-16833 


Serial, 95th Congress ; no. 95-23. 

Public debt ceiling : hearing before the 
Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, first session August I, 
1977., 77-16834 





December 1977 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Miscellaneous Revenue Measures. 
Miscellaneous revisions relating to vari- 

ous timing requirements under the In- 
ternal revenue code : hearing before 
the Subcommittee on Miscellaneous 
Revenue Measures of the Committee 
on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 7320 ... July 15, 
1977., 77-16833 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Public Assistance and Unemployment 
Conpensation. 

Public assistance legislative recommenda- 
tions : hearings before the Subcommit- 
tee on Public Assistance and Unem- 
ployment Compensation of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16832 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control. 

Review of LEAA narcotics funding 
hearing before the Select Committee 
on Narcotics Abuse and Control, 
House of Representatives, Ninety-fifth 
Congress, first session, June 8, 1977., 
77-16817 


Serial, 95th Congress ; no. 95-1-12. 

Review of LEAA narcotics funding 
hearing before the Select Committee 
on Narcotics Abuse and Control, 
House of Representatives, Ninety-fifth 
Congress, first session, June 8, 1977., 
77-16817 


United States. Congress. Joint Economic 
Committee. Subcommittee on Economic 
Growth and Stabilization. 

Toward a _ national growth policy 
Federal and state developments in 
1975 : a report /, 77-16778 


United States. Congress. Senate. 
Subcommittees and select and special 
committees of the Senate of the 
United States together with certain 
joint committees of the Congress., 77- 
16723 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Emergency runoff/retardation and _ soil 

erosion prevention program : report to 
accompany S. 1462., 77-16957 


Nomination of Dr. M. Rupert Cutler, Dr. 
Dale Ernest Hathaway, Robert Hal- 
deman Meyer, Alex P. Mercure, and 
Dr. Howard W. Hiort : hearing before 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... April 6, 1977., 77-16742 
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The Western States conservation act of 
1977 : report to accompany S. 1614., 
77-16953 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Nutrition. 

Food stamps : hearing before the Sub- 
committee on Nutrition, of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, first session, March 25, 
1977., 77-16743 


United States. Congress. Senate. Committee 


on Appropriations. 
Proposed transfer of the National 
Oceanographic Office : hearing before 


a subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fourth Congress, first session : 
special hearing., 77-16752 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Agriculture and Related Agencies. 
Agriculture and related agencies ap- 

propriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
first session., 77-16745 


Agriculture and related agencies ap- 
propriations, 1978., 77-16745 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Departments of Labor and Health, 
Education, and Welfare and Related 
Agencies. 

Departments of Labor and Health, Edu- 
cation and Welfare and related agen- 
cies appropriations for fiscal year 1978 
: hearings before a Subcommittee of 
the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7555 ..., 
77-16751 


Emergency shcool aid : hearings before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fourth Congress, second session 
: special hearing., 77-16756 


Labor-HEW appropriations, 1978 (H.R. 
7555)., 77-16751 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Foreign Assistance and Related Programs. 
Foreign assistance and related programs 

appropriations for fiscal year 1978 : 

hearings before a subcommittee of the 

Committee on Appropriations, United 

States Senate, Ninety-fifth Congress, 

first session, on H.R. 7797 ..., 77- 
16749 
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United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
HUD-Independent Agencies. 

Public works employment appropriations 
act : hearings before subcommittees of 
the Committee on Appropriations, 
United States Senate, Ninety-fourth 
Congress, second session on H.R. 
15194 ... : special hearing., 77-16755 

United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 


Public Works. 

Public works for and power 
development and energy research ap- 
propriations for fiscal year 1977 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fourth Congress, 
second session., 77-16753, 77-16754 


water 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
State, Justice, and Commerce, the 
Judiciary, and Related Agencies. 
Departments of State, Justice, and Com- 

merce, the Judiciary, and related agen- 
cies appropriations for fiscal year 1978 
: hearings before a subcommittee of 
the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7556 ..., 
77-16757 


Public works employment appropriations 
act : hearings before subcommittees of 
the Committee on Appropriations, 
United States Senate, Ninety-fourth 
Congress, second session on H.R. 
15194 ... : special hearing., 77-16755 


State, Justice, Commerce, the Judiciary, 
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Congress, first session /, 77-16744 

District of Columbia budget amendments 
for fiscal year 1976 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fourth Congress, second session, 
on H.R. 13965 ..., 77-16746 

Diversion and corridor control systems in 
Western Europe /, 77-16632 

Document 76-1, concerning elimination of 
airmail from the domestic mail classifica- 


inflation 
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tion schedule, 1976, before the Postal 
Rate Commission, action of the board of 
governors under 39 U.S.C., Sect. 3625., 
77-16735 

Documentation of the NIOSH 
tests /, 77-16312 

DOD directory of contract administration 
services components., 77-16088 

Double _ taxation taxes on_ aircraft 
earnings, agreement between the United 
States of America and India, effected by 
exchange of notes signed at New Delhi 
November 26, 1976, with exchange of 
letters signed at New Delhi December 27 
and 29, 1976., 77-16559 

Draft environmental statement: proposed 
Foothills project., 77-16425 

Draft proposed American national standard 
minimum COBOL : X3J4 - November 
1976 /, 77-16004 

Drought relief measures : 
pany S. 1935., 77-16959 

Drug abuse data banks : case studies in the 
protection of privacy /, 77-16813 

Dust control on a longwall face with a 
shearer-mounted dust collector /, 77- 
16403 


validation 


report to accom- 


E 


Ecology and systematics of foraminifera in 
two Thalassia habitats, Jamaica, West In- 
dies /, 77-16588 

Economic activity associated with marine 
recreational fishing : final report., 77- 
16039 

Economic analysis of pesticide disposal 
methods /, 77-16186 

Economic growth of OECD 
1966-1976 /, 77-16551 

EDA in Oakland : a 
16030 

Educating nurses in high blood pressure 
control., 77-16276 

Effects of pollutants on marine organisms : 
deliberations and recommendations of 
the NSF/IDOE Effects of Pollutants on 
Marine Organisms Workshop, held in 
Sidney, British Columbia, Canada, Au- 
gust 11-14, 1974 /, 77-16504 

El Salvador, 77-16544 

Electrical connector parts /, 77-16096 

Electrical fittings /, 77-16095 

Electrical rotating machinery /, 77-16097 

Electromagnetic compatibility rationale re- 
port : radiated test requirements for elec- 
tronic equipments in air transportation 
facilities /, 77-16677 

Electromagnetic interactions from 5 to 500 
MeV and nuclear research : a position 
paper as of March 1977 /, 77-16025 

Electronic funds transfer systems : hearings 
before the Subcommittee on Financial 
Institutions of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ... March 21 and 22, 1977., 77- 
16773 


countries, 


1974 update., 77- 


Page I-235 





Elimination of airmail from domestic mail 
classification schedule., 77-16735 

Emergency runoff/retardation and soil ero- 
sion prevention program : report to ac- 
company S. 1462., 77-16957 

Emergency shcool aid : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fourth Congress, second session : 
special hearing., 77-16756 

Employment and exports, 1963-72 /, 77- 
16473 

Employment problems of disabled persons 
/, 77-16468 

Endangered American wilderness act 
hearings before the Subcommittee on In- 
dian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
3454 ..., 77-16806 

Energy consumption of environmental con- 
trols : fossil fuel, steam electric generat- 
ing industry : final report /, 77-15951 

Energy from the West : a progress report 
of a technology assessemnt of western 
energy resource development /, 77- 
16200 

Energy interrelationships : a handbook of 
tables and conversion factors for combin- 
ing and comparing international energy 
data., 77-16214 


Energy Research and Development Ad- 


ministration appropriation authorization : 


[an act to authorize appropriations to the 
Energy Research and Development Ad- 
ministration in accordance with section 
261 of the Atomic energy act of 1954, as 
amended, section 305 of the Energy 
reorganization act of 1974, and section 
16 of the Federal nonnuclear energy 
research and development act of 1974, 
and for other purposes], 77-16916 

Energy Research and Development Ad- 
ministration fiscal year 1978 authoriza- 
tion : hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1339 ... March 25, 1977., 77-16767 

Energy tax act of 1977., 77-16889 

Engine electrical system components /, 77- 
16098 

Engineered performance standards, public 
works maintenance., 77-16173, 77- 
16175, 77-16176 

Engineering design., 77-16012 

Enthalpy and heat capacity standard 
reference material : molybdenum SRM 
781, from 273 to 2800K /, 77-16005 

Environmental impact computer system, at- 
tribute descriptor package reference 
document., 77-16165 

Environmental impacts of BART: interim 
service findings /, 77-16598 

Equal employment opportunity affirmative 
action plan. Summary., 77-16501 

Equal employment opportunity report., 77- 
16732 
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Equal justice under law., 77-16451 

Equatorial Guinea, 77-16545 

Establish an Associate Administrator at 
SBA for women’s business enterprise : 
hearing before the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, first session, on S. 
1526 ... June 16, 1977., 77-16826 

Establishing a Select Committee on Popula- 
tion : report to accompany H. Res. 70., 
77-16898 

Establishment criteria for visual approach 
slope indicator [VASI] /, 77-16674 

Estimated use of water in the United States 
in 1975 /, 77-16384 

Estimates of the population of Maine coun- 
ties and metropolitan areas, July 1, 1975 
(revised) and 1976 (provisional), 77- 
15994 

Estimates of the population of Montana 
counties and metropolitan areas, July 1, 
1975 (revised) and 1976 (provisional), 
77-15995 

Estimates of the population of Nevada 
counties and metropolitan areas, July 1, 
1975 (revised) and 1976 (provisional), 
77-15996 

Estimates of the population of Wisconsin 
counties and metropolitian areas, July 1, 
1975 (revised) and 1976 (provisional), 
77-15997 

Estimation of UG3RD capacity impacts., 
77-16673 

Estimation of UG3RD delay reduction /, 
77-16672 

Estimation of UG3RD safety benefits /, 77- 
16666 

Evaluation of a police-implemented AVM 
[automatic vehicle monitoring] system : 
phase I, with recommendations for other 
cities : a summary report /, 77-16458 

Evaluation of information and referral ser- 
vices for the elderly : final report /, 77- 
16250 

Evaluation of the administration of the 
Title X program /, 77-16032 

Evaluation of transportation  socio- 
economic research programs /, 77-16600 

Evolution of Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozoic 
in the Mediterranean and Atlantic /, 77- 
16589 

Executive sessions of the Senate Foreign 
Relations Committee., 77-16785 

Explosive ordnance disposal specialist 
soldier's manual., 77-16144 

Extending for one year the special pay 
provisions for physicians and dentists in 
the uniformed services and reinstating 
the special pay provisions for op- 
tometrists and veterinarians in the 
uniformed services : report to accom- 
pany H.R. 8011., 77-16887 

Extension of automobile assistance al- 
lowance and equipment eligibility : re- 
port to accompany H.R. 6502., 77-16958 
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Extension of Fisherman’s protective act 
reimbursement program : report to ac- 
company S. 1184., 77-16936 


F 


FAA glossary., 77-16662 

Facility for accelerated service testing., 77- 
16640 

Facts about beneficiary and option designa- 
tions., 77-16719 

Fall enrollment in higher education. Sum- 
mary report., 77-16266 

Fans and impellers /, 77-16099 

Farm real estate market developments., 77- 
15944, 77-15945 

Farmer cooperative publications /, 77- 
15943 

The FAST track, Transportation Test 
Center, Pueblo, Colo. : facility for ac- 
celerated service testing., 77-16640 

Federal aviation regulations. Part 27. Air- 
worthiness standards, normal category 
rotorcraft., 77-16652 

Federal aviation regulations. Part 29. Air- 
worthiness standards, transport category 
rotorcraft., 77-16653 

Federal aviation regulations. Part 35. Air- 
worthiness standards, propellers., 77- 
16654 

Federal aviation regulations. Part 61. Cer- 
tification, pilots and flight instructors., 
77-16655 

Federal aviation regulations. Part 127. Cer- 
tification and operations of Scheduled air 
carriers and helicopters., 77-16656 

Federal aviation regulations. Part 133. Ro- 
torcraft external-load operations., 77- 
16657 

Federal aviation regulations. Part 135. Air 
taxi operators and commercial operators 
of small aircraft., 77-16658, 77-16659 

Federal aviation regulations. Part 152. Air- 
port aid program., 77-16660 

Federal aviation regulations. Part 154. 
Acquisition of U.S. land for public air- 
ports under the Airport and airway 
development act of 1970., 77-16661 

Federal education assistance catalog, 77- 
16263 

Federal education assistance programs, 77- 
16263 

Federal ethics and financial disclosure : 
hearings before the Subcommittee on 
Employee Ethics and Utilization of the 
Committee on Post Office and Civil Ser- 
vice, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
6954, H.R. 2733, and H.R. 3928, June 
16 and 23, 1977., 77-16819 

Federal grant and cooperative agreement 
act of 1977 : hearing before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7691 ... June 22, 1977., 77-16786 





The Federal Highway Administration 
minority business enterprise contracting 
program : remarks /, 77-16620 

Federal information centers., 77-16239 

Federal insecticide, fungicide, and rodenti- 
cide act., 77-16741 

Federal labor-management relations : an 
evolutionary process /, 77-16466 

Federal Reserve act amendments of 1977 : 
hearing before the Subcommittee on 
Domestic Monetary Policy of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6273 ... June 23, 1977., 77-16768 

Federal-state cooperative program for 
population estimates., 77-15994, 77- 
15995, 77-15996, 77-15997 

Federal supply schedule program guide., 
77-16241 

Federal tax policy and urban development : 
hearing before the Sucommittee on the 
City of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, June 16, 1977., 77-16770 

Federal Trade Commission decisions and 
publications., 77-16230 

Fertility of American women, June 1975 : 
errata sheet /, 77-15991 

FHWA publications., 77-16614 

FHWA Task Force on Women : 
summary., 77-16618 

FHWA Task Force on Women : 


executive 


study re- 


port., 77-16617 
Filters, electrical /, 77-16101 
Final environmental impact statement : for- 


mation of U.S. Army Electronics 
Research and Development Command., 
77-16156 

Final environmental impact statement: 
development of phosphate resources in 
southeastern Idaho., 77-16376 

Final environmental impact statement for 
Central Park Mine., 77-16216 

Finances of employee-retirement systems of 
state and local governments., 77-16000 

Financial ethics : hearings and meetings be- 
fore the Commission on Administrative 
review, U.S. House of Representatives, 
Ninety-fifth Congress, first session ..., 77- 
16738 

Financial report., 77-16675 

Finland, 77-16546 

Fire service physical fitness programs : a 
summary report to the National Fire 
Data Center, National Fire Prevention 
and Control Administration, U.S. Depart- 
ment of Commerce from International 
Association of Fire Chiefs Foundation, 
Washington, D.C. /, 77-16058 

A first year report to the President by the 
Youth Committee., 77-16516 

Fiscal year 1977 budget justification 
(Research, engineering and development 
approriation) for the Committee on 
Science and Technology, Subcommittee 
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on Aviation and Transportation, R & D., 
77-16647 

Fisheries : shrimp, agreement between the 
United States of America and Brazil, 
modifying and extending the agreement 
of March 14, 1975, as extended, effected 
by exchange of notes signed at Brasilia 
March 1, 1977., 77-16557 

Flight instructor, airplane 
guide., 77-16665 

Flood insurance study : city of Austell, 
Georgia, Cobb and Douglas Counties., 
77-16344 

Flood insurance study : city of Bandera, 
Bandera County, Texas., 77-16345 

Flood insurance study : city of Barbour- 
ville, Kentucky, Knox County., 77-16346 

Flood insurance study : city of Cashmere, 
Washington, Chelan County., 77-16347 

Flood insurance study : city of Dyersville, 
Iowa, Dubuque and Delaware Counties., 
77-16350 

Flood insurance study : city of Excelsior, 
Minnesota, Hennepin County., 77-16351 

Flood insurance study : city of Jacksonville, 
Florida, Duval County., 77-16353 

Flood insurance study : city of Marysville, 
Kansas, Marshall County., 77-16357 

Flood insurance study : city of McMinn- 
ville, Tennessee, Warren County., 77- 
16355 

Flood insurance study : city of Mentor, 
Ohio, Lake County., 77-16358 

Flood insurance study : city of Miramar, 
Florida, Broward County., 77-16359 

Flood insurance study : city of North Sioux 
City, South Dakota, Union County., 77- 
16360 

Flood insurance study : city of Oakland 
Park, Florida, Broward County., 77- 
16361 

Flood insurance study : city of Peachtree 
City, Georgia, Fayette County., 77-16362 

Flood insurance study : city of Poth, Texas, 
Wilson County., 77-16363 

Flood insurance study : city of San Ansel- 
mo, California, Marin County., 77-16366 

Flood insurance study : city of Sapulpa, 
Oklahoma, Creek County., 77-16367 

Flood insurance study : city of Tuscumbia, 
Alabama, Colbert County., 77-16839 

Flood insurance study : city of Vero Beach, 
Indian River County, Florida., 77-16368 

Flood insurance study : city of Waelder, 
Texas, Gonzales County., 77-16369 

Flood insurance study : city of Wahoo, 
Nebraska, Saunders County., 77-16370 

Flood insurance study : city of Weeping 
Water, Nebraska, Cass County., 77- 
16371 

Flood insurance study city of West- 
minister, Maryland, Carroll County., 77- 
16372 

Flood insurance study : city of William- 
sport, Pennsylvania, Lycoming County., 
77-16374 

Flood insurance study : town of Rangely, 
Colorado, Rio Blanco County., 77-16364 
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township of 
Morris County., 


Flood insurance study 
Hanover, New Jersey, 
77-16352 

Flood insurance — study township of 
Lawrence, New Jersey, Mercer County., 
77-16354 

Flood insurance study : township of Royal- 
ton, Michigan, Berrien County., 77- 
16365 

Flood insurance study township of 
Whitemarsh, Pennsylvania, Montgomery 
County., 77-16373 

Flood insurance study village of Cas- 
sadaga, New York, Chautauqua County., 
77-16348 

Flood insurance study : village of Clayton, 
New York, Jefferson County., 77-16349 

Flood insurance study village of 
Mamaroneck, New York, Westchester 
County., 77-16356 

Flood plain information Ohio _ River, 
Washington County, Ohio /, 77-16164 

Fluoridation is for everyone., 77-16322 

Food & nutrition : AID in an interdepen- 
dent world., 77-16561 

Food stamps : hearing before the Subcom- 
mittee on Nutrition, of the Committee on 
Agriculture, Nutrition, and _ Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, March 25, 1977., 77- 
16743 

Foothills project, proposed., 77-16425 

Footnote., 77-16248 

For kid’s sake, think toy safety 
discussion guide [and seven 
posters], 77-16729 

For the relief of the First Baptist Church of 
Paducah, Ky. : report to accompany S. 
422., 77-16941 

Foreign assistance and related programs 
appropriations for fiscal year 1978 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first 
session, on H.R. 7797 ..., 77-16749 

Foreign intelligence surveillance act of 
1977 : hearings before the Subcommittee 
on Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 1566, June 13 and 14, 
1977., 77-16814 

Formation of U.S. Army _ Electronics 
Research and Development Command., 
77-16156 

The formula grant program Federal 
assistance for State and local programs., 
77-16328 

FORTRAN program to determine length of 
gas blocks using single wavelength inter- 
ferometry /, 77-16026 

A framework for a Middle East peace : ad- 
dress /, 77-16531 

Freezing meat and fish in the home /, 77- 
15932 

French Guiana : official standard names 
approved by the United States Board on 
Geographic Names /, 77-16414 


adult 
mini- 
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Full committee consideration of H.R. 5503, 
DOPMA (Defense officer personnel 
management acat), also markup session 
of the Military Compensation Subcom- 
mittee of the Committee on Armed Ser- 
vices, House of Representatives, Ninety- 
fifth Congress, first session, July 29, Au- 
gust 2, 1972., 77-16764 

Full Committee consideration of H.R. 
8011, to extend for one year the special 
pay provisions for physicians and dentists 
in the uniformed services and to reinstate 
the special pay provisions for op- 
tometrists and veterinarians in the 
uniformed services /, 77-16763 

Full Committee consideration of repro- 
graming action no. FY-77-34N, conven- 
tional aircraft carrier (medium) (CVV) 
/, 77-16765 

Fuseholders /, 77-16102 


G 


Gasifiers in industry : a program of coal 
conversion and utilization., 77-16206 

Gears and gear clusters /, 77-16103 

General farm bill hearings before the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16741 

information on copyright., 77- 


General 
16485 
Geochemical exploration techniques based 


on distribution of selected elements in 
rocks, soils, and plants, Vekol porphyry 
copper deposit area, Pinal County, 
Arizona /, 77-16381 

Geographical location codes., 77-16247 

Geology and gas content of coalbeds in 
vicinity of Bureau of Mines, Bruceton, 
Pa. /, 77-16402 

Geology and methane content of the upper 
Freeport coalbed in Fayette County, Pa. 
/, 77-16397 

Georgetown historic waterfront, Washing- 
ton, D.C. : a review of canal and river- 
side architecture., 77-16413 

Georgia landings, annual summary., 77- 
16044 

Glossary of air transportation terms 
definition of economic and _ statistical 
terms and phrases used in CAB reports, 
studies, and proceedings., 77-16029 

Goals for UNICEF : address /, 77-16523 

Government in the sunshine act implemen- 
tation : hearing before the Subcommittee 
on Administrative Law and Governmen- 
tal Relations of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, first session 
February 23, 1977., 77-16812 

Governmental finances in the 
States, 77-16000 

Grade retention benefits for certain Federal 
employees : hearings before the Subcom- 
mittee on Compensation and Employee 
Benefits of the Committee on Post Office 


United 
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and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 5330 and H.R. 6953 ... June 20 
and 27, 1977., 77-16818 

Grand Canyon [National Park, Arizona], 
77-16412 

The Grand Canyon National Park school 
aid act, 1977 : report to accompany S. 
2002., 77-16962 

Grant programs of the National Library of 
Medicine extramural programs., 77- 
16285 

Great Lakes, coastal counties 
resources region 04., 77-16392 

Grooved stripes for plow-resistant wet-night 
lane delineation : phase |, evaluation of 
systems /, 77-16621 

Grounding, bonding, and shielding bibliog- 
raphy, 1971 to 1975., 77-16679 

A guide to flammable products and ignition 
sources for adult consumers., 77-16727 

A guide to flammable products and ignition 
sources for elementary schools., 77- 
16728 

A guide to flammable products and ignition 
sources for secondary schools., 77-16726 

Guide to specifications and standards of 
the Federal Government., 77-16240 

Guide to the development of written tests 
for selection and promotion : the content 
validity model /, 77-16074 

Guidelines for educating nurses in high 
blood pressure control., 77-16276 

Guillain-Barre syndrome January 1975 
through June 1977, 108 citations /, 77- 
16288 

Gulf coast, coastal counties in water 
resources regions 03 (partial), 08, 12, 
and 13., 77-16389 


in water 


H 


Hablemos en claro : algunas preguntas y 
respuestas sobre el alcoholismo Plain talk 
: some questions and answers on alcohol- 
ism., 77-16330 

Hand tools, powered and non-powered /, 
77-16104 

Handbook for electromagnetic compatibili- 
ty design of electronics /, 77-16678 

Hardship licensing, 77-16706 

Hardware - bands, straps, strapping, and 
components /, 77-16105 

Hardware, seats, shims, and spacers /, 77- 
16106 

Hawk missile crewman 
manual., 77-16148 

Headquarters agreement agreement 
between the United States of America 
and the International Telecommunica- 
tions Satellite Organization, signed at 
Washington November 22 and 24, 1976., 
77-16552 

Health manpower policy under national 
health insurance : the Canadian ex- 
perience /, 77-16304 


commander's 
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Health professions educational assistance 
act of 1976 (PL 94-484) : amended by 
Health services extension act of 1977 
(PL 95-83, title II1)., 77-16306 

Health services extension act of 1977 (PL 
95-83, title II1)., 77-16306 

Hearings before the Ad Hoc Committee on 
Energy, U.S. House of Representatives, 
Ninety-fifth Congress, first session, on 
the National energy act ... on May 4, 5, 
and 12, 1977., 77-16783 

Hearings before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 15, to extend for five years cer- 
tain elementary, secondary, and other 
education programs ..., 77-16780 

Hearings on H.R. 5692 (H.R. 6690) to 
authorize certain construction at military 
installations, and for other purposes, and 
Full Committee consideration of H.R. 
6690 before Military Installations and 
Facilities Subcommittee of the Commit- 
tee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16760 

Hearings on H.R. 6566, ERDA authoriza- 
tion legislation (national security pro- 
grams) for fiscal year 1978, before the 
Intelligence and Military Application of 
Nuclear Energy Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 77-16761 

Hearings on H.R. 6582 (H.R. 8247) to 
amend title 10, United States Code, to 
abolish one of the two positions of Depu- 
ty Secretary of Defense ... before the In- 
vestigations Subcommittee of the Com- 
mittee on Armed Services and Full Com- 
mittee consideration of H.R. 8247 and S. 
1372, House of Representatives, Ninety- 
fifth Congress, first session ... May 23 
and July 12, 1977, Committee considera- 
tion July 19, 1977., 77-16766 

Heating, cooling and ventilating handbook : 
engineered performance standards 
public works maintenance., 77-16173 

Hee Kyung Yoo : report to accompany 
H.R. 4246., 77-16943 

Helping children make career plans : 
for parents., 77-16256 

Highlights of the new Copyright law., 77- 
16497 

Highway noise impact, noise impact review 
manual., 77-16188 

Highway trust fund, annual report., 77- 
16843 

History of the United States Court of Ap- 
peals for the District of Columbia Circuit 
in the Country’s Bicentennial Year., 77- 
16179 

Home management a selected list of 
books that have appeared in Talking 
book topics and Braille book review., 77- 
16498 


tips 





Homily on the glories of right conduct and 
the wages of sin /, 77-1658 1 

Honoring America’s veterans., 77-1671 1 

Hope for the wretched : a narrative report 
of technical assistance experiences /, 77- 
16562 

Hospital and surgical insurance coverage, 
United States, 1974., 77-16301 

Household money income in 1975 and 
selected social and economic charac- 
teristics of households., 77-15998 

How to find U.S. Statutes and U.S. code 
citations., 77-16244 

HUD international information series., 77- 
16341 

Human facators guidelines 
alerting systems., 77-16680 

Human rights : statement /, 77-16524 

Human rights and OAS reform : speech /, 
77-16538 

Human rights in East Timor and the 
question of the use of U.S. equipment by 
the Indonesian Armed Forces : hearing 
before the Subcommittees on Interna- 
tional Organizations and on Asian and 
Pacific Affairs of the Committee on In- 
ternational Relations, House of 
Representatives, Ninety-fifth Congress, 
first session, March 23, 1977., 77-16808 

Human rights in the international commu- 
nity and in U.S. foreign policy, 1945-76 
/, 77-16809 

Human rights in the Republic of China : 
statement /, 77-16530 

Hydraulic model investigation., 77-16160 

Hydrologic data for the Idaho National En- 
gineering Laboratory Site, Idaho, 1971 to 
1973 /, 77-16379 


for aircraft 


ICF Inc. study inquiry : hearing before the 
Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... May 11, 1977., 77-16782 

Improved understanding and productive 
use of scientific and technical informa- 
tion., 77-16505 

Improving corrections., 77-16438 

In harmony with the environment : NE cor- 
ridor rail improvement program., 77- 
16642 

In our path : a program guide 1972-1973., 
77-16517 

In situ leaching research in a copper 
deposit at the Emerald Isle mine /, 77- 
16398 

Incorporating additional areas and portions 
of streets into the United States Capitol 
Grounds : report to accompany S. 1859., 
77-16948 

Increase in credit for contributions to can- 
didates for the U.S. Senate : report to ac- 
company H.R. 3340., 77-16947 

Index of U.S. nuclear standards /, 77-16011 
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Index to stations in coastal areas from the 
Catalog of information on water data : 
{Atlantic coast, coastal counties in water 
resources regions 01, 02, 03 (partial) 
and 21], 77-16391 

Index to stations in coastal areas from the 
Catalog of information on water data : 
[Great Lakes, coastal counties in water 
resources region 04], 77-16392 

Index to stations in coastal areas from the 
Catalog of information on water data : 
[Gulf Coast, coastal counties in water 
resources regions 03 (partial), O8, 12, 
and 13], 77-16389 

Index to stations in coastal areas from the 
Catalog of information on water data : 
[Pacific coast, coastal counties in water 
resources regions 17, 18, 19, and 20], 
77-16393 

Indonesia : a survey of U.S. business oppor- 
tunities., 77-16055 

Information and premium rates for veterans 
mortgage life insurance, VMLI., 77- 
16718 

Information & referral services : 
findings /, 77-16251 

Innovation 
16696 
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77-16592 
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practices and procedures : hearings be- 
fore the Subcommittee on the Depart- 
ment of the Treasury, U.S. Postal Ser- 
vice, and General Government Ap- 
propriations of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fourth Congress, second session : 
special hearings., 77-16750 

International copyright conventions., 
16491 

International finance, 77-16840 

International financial! institutions 
ference report to accompany H.R. 5262., 
77-16954 

International importance of the energy pro- 
gram : statement /, 77-16528 

International search for safeguardable 
nuclear power., 77-16532 

International Trade Commission authoriza- 
tion, 1978 : conference report to accom- 
pany H.R. 6370., 77-16899 

Interview : Secretary Cyrus R. Vance inter- 
viewed by Bob Clark and Barrie Dun- 
smore on ABC's “Issues and Answers.”’, 
77-16540 
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Interview : Secretary Cyrus R. Vance inter- 
viewed by Hedrick Smith, Bernard 
Gwertzman, and Graham Hovey of The 
New York Times., 77-16539 

Inventory of innovations in nursing., 77- 
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The investigation of present aggregate 
gradation control practices and _ the 
development of short-cut or alternative 
test methods /, 77-16630 

An investigation of the fire environment in 
the ASTM E 84 tunnel test /, 77-16024 
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mechanisms that cause volume change in 
expansive clays /, 77-16634 

Investment flow in_ the international 
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sion : announcement of programs 1977- 
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Job directory., 77-16295 
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issues and alternative Federal ap- 
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raphy with abstracts /, 77-16196 

Local victim surveys : a review of the is- 
sues /, 77-16453 
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stations near St. Marys River, Michigan- 
Ontario : agreement between the United 
States of America and Canada, effected 
by exchange of notes signed at Washing- 
ton March 29, 1977., 77-16558 

Long-term energy policy issues : hearing 
before the Subcommittee on Energy and 
Power, of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
first session ... March 23, 1977., 77- 
16797 

Longwall mining., 77-16407 

A look at the 4-day workweek /, 77-16472 

Looseleaf publications., 77-16495 

Loran-A table : Philippine Sea., 77-16077 

Lt. Gen. Ira C. Eaker medal : report to ac- 
company S. 425., 77-16934 
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Malaga : [port guide]., 77-16170 

Maldives, 77-16548 

Mammography January 1975 through 
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Managing criminal investigations manual /, 
77-16442 

A manual for the review of highway noise 
impact /, 77-16188 
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ority techniques for high occupancy vehi- 
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Maps of the world’s nations., 77-16519 

Maps (United States and foreign)., 77- 
16231 

Marie Grant : 


report to accompany H.R. 
1427., 77-16858 


The markets : nationalization or centraliza- 
tion /, 77-16574 

Marlene Holder : report to accompany 
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United States citizens for use on the 
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15948 

Mechanized longwall mining : a review 
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16407 
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Mental health research grant awards, 77- 
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Mental health statistical note., 77-16324 

Mental health training for ministers : Saint 
Elizabeths Hospital., 77-16323 

Mental retardation and the law., 77-16249 

Mental retardation, past and present., 77- 
16507 
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16686 
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Metabolic factors /, 77-16281 
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shapes /, 77-16113 
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March 18, 1977 /, 77-16409 

Metals in the combustible fraction of mu- 
nicipal solid waste /, 77-16401 
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MFPG—engineering design : proceedings 
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version systems : proceedings of the 24th 
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manual /, 77-16447 

Military aviation forecasts, fiscal years 
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Military training mission agreement 
between the United States of America 
and Saudi Arabia, effected by exchange 
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and process control system for air pollu- 
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Mining technology research., 77-16395 
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77-16594 
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tenuators /, 77-16084 

Miscellaneous retainers, hangers, and sup- 
ports /, 77-16117 

Miscellaneous revisions relating to various 
timing requirements under the Internal 
revenue code : hearing before the Sub- 
committee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7320 ... July 15, 1977., 77-16833 

Mobility of people and goods in the urban 
environment mobility of the han- 
dicapped and elderly /, 77-16605 

Mobility of the handicapped and elderly., 
77-16605 
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skilled women as teachers in non-tradi- 
tional vocational programs /, 77-16258 

Models for the interpretation of frequency 
stability measurements /, 77-16017 

Monitoring and warning instrumentation of 
pillar movements in salt /, 77-16429 

Mononucleosis., 77-16278 

Motor transport operator : 
manual., 77-16149 

Motor transport operator, skill level 4 : 
soldier’s manual., 77-16151 

Motor transport operator, skill levels 1/2/3 
: soldier’s manual., 77-16150 

Motor vehicle titling and registration : sub- 
ject bibliography from Highway safety 
literature /, 77-16709 

Motorcycle safety improvement., 77-16701 

Moving longwall shield supports at the 
York Canyon mine, Raton, N. Mex. /, 
77-16408 

MR 76 mental retardation, past and 
present., 77-16507 

Mrs. Amelia Doria Nicholson : report to 
accompany H.R. 2945., 77-16856 

A_ multidimensional model of medical 
school similarities : final report /, 77- 
16307 

Murphy Homes, Baltimore, Md. : A profile 
of the crime problems., 77-16342 
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A narrative report of technical assistance 
experiences., 77-16562 

NASA authorization for fiscal year 1978 : 
hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 





gress, first session, on S. 365 ..., 77- 
16777 

National Cancer Institute accomplishments 
of benefit to people since 1971., 77- 
16274 

National cancer program., 77-16274 

National Credit Union Administration 
publications., 77-16238 

National directories for use in marketing /, 
77-16564 

National Employ the Handicapped Week., 
77-16510, 77-16511 

National energy act : report to accompany 
H.R. 6831 ..., 77-16889 

The National energy plan : summary of 
public participation., 77-16508 

National Fire Academy : a study of the 
relationship of the National Fire Acade- 
my to the fire-related education pro- 
grams in colleges and universities /, 77- 
16056 

National Hispanic Heritage Day., 77-16599 

National Institutes of Health statistical 
reference book of international activities, 
77-16292 

National program of inspection of dams., 
77-16157 

National requirements for dentists, 1980, 
1985, & 1990., 77-16305 

National Science Foundation authorization 
act, fiscal year 1978 : conference report 
to accompany H.R. 4991., 77-16893 

National service life insurance : informa- 
tion about waiver of premium and total 
disability income provision., 77-16716 

National service life insurance : informa- 
tion and premium rates : J and JR poli- 
cies., 77-16717 

National study of women’s correctional 
programs /, 77-16454 

The National Transportation Safety Board : 
its members, its offices., 77-16609 

Nationwide truck commodity flow study : 
tabular presentation /, 77-16616 

Natural gas and petroleum conservation 
and coal utilization act of 1977 : report 
of the Committee on Energy and Natural 
Resources, United States Senate, 
together with minority views to accom- 
pany S. 977., 77-16952 

Naturalization requirements and general in- 
formation., 77-16459 

Naval nuclear propulsion program, 1977 : 
hearing on H.R. 6566 ... before the Intel- 
ligence and Military Application of 
Nuclear Energy Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first session, April 27, 1977., 77-16762 

NBS time and frequency dissemination ser- 
vices : errata /, 77-16009 

NE corridor rail improvement program., 
77-16642 

Negotiated rates : 
77-16575 

Neonatal drug addiction : January 1974 
through November 1976, 83 citations /, 
77-16286 
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New England offshore mining environmen- 
tal study (Project NOMES) : final report 
/, 77-16048 

New Jersey landings, annual summary., 77- 
16042 

NIH Animal Center., 77-16268 

NIH public advisory groups; authority, 
structure, functions, members., 77-16273 

The NIRA computer program package 
(Photonuclear Data Center) /, 77-16023 

Niu ideas., 77-15949 

Noise characteristics of eight helicopters /, 
77-16682 

Nomination : hearing before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on Mary E. King, of the District of 
Columbia, to be Deputy Director of the 
ACTION Agency, March 4, 1977., 77- 
16794, 77-16796 

Nomination : hearings before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on Eleanor Holmes Norton, of New 
York, to be a member of the Equal Em- 
ployment Opportunity Commission, May 
24, 1977., 77-16795 

Nomination of Dr. M. Rupert Cutler, Dr. 
Dale Ernest Hathaway, Robert Haldeman 
Meyer, Alex P. Mercure, and Dr. 
Howard W. Hijort : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session 
April 6, 1977., 77-16742 

Nomination of loel W. (Jay) Solomon : 
hearing before the Committee’ on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... April 21, 1977., 77-16790 

Nomination of John Maxwell Ferren : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, first session ... July 
14, 1977., 77-16788 

Nomination of Richard Page : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 30, 1977., 77-16774 

Nomination of Thomas Cash Jorling : hear- 
ing before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... June 13, 1977., 77-16820 

Nominations to the District of Columbia 
Superior Court : hearing before the Sub- 
committee on Governmental Efficiency 
and the District of Columbia of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ... April 28, 1977., 77-16787 

Nora L. Kennedy : report to accompany 
H.R. 2658., 77-16851 

Normalization of diplomatic 
speech /, 77-16525 

North Atlantic hurricanes of the 20th cen- 
tury., 77-16033 
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NPDES compliance sampling manual., 77- 
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Nuclear cross sections and technology 
proceedings of a conference, Washing- 
ton, D.C., March 3-7, 1975, errata /, 77- 
16008 

Nuclear reprocessing and proliferation : al- 
ternative approaches and their implica- 
tions for the Federal budget., 77-16837 

Nursing home abuses : hearings before the 
Subcommittee on Oversight and _ In- 
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first session ... March 15 and 16, 1977., 
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Occupational exposure to carbon disulfide., 
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Occupational exposure to fibrous glass., 77- 
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fide., 77-16319 

Occupational exposure to inorganic nickel., 
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metropolitan areas /, 77-16469 

Oceanographic data exchange., 77-16038 
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victory at Yorktown : the story of the 
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tion /, 77-16411 

Ohio River, Washington County, 
flood plain information., 77-16164 

Oil pollution liability : hearings before the 
Subcommittee on Coast Guard and 
Navigation of the Committee’ on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Congress, 
first session ..., 77-16816 
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B-H (Liberia-Japan)., 77-16076 

On-board vehicle sensor technology /, 77- 
16704 

On pay under the general schedule., 77- 
16070 

On reductions in force in Federal agencies., 
77-16069 

On the Federal merit promotion policy., 
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“One Sky” : technical assistance programs 
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Orbit-prints, contours of power density at 
the geostationary orbit., 77-15972 

Ordovician and Silurian graptolite succes- 
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Idaho—a graptolite zone reference sec- 
tion /, 77-16387 

Oregon omnibus wilderness act of 1977 : 
report to accompany S. 658., 77-16946 

Otarioid seals of the Neogene /, 77-16386 

Outer continental shelf lands act amend- 
ments of 1977 : report of the Committee 
on Energy and Natural Resources, 
United States Senate, together with 
minority views to accompany S. 9., 77- 
16942 

Oversight hearings on the National cemete- 
ries act and related matters : hearings be- 
fore the Subcommittee on Cemeteries 
and Burial Benefits of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, Ninety-fifth Congress, first session 
... May 24, and June 7, 1977., 77-16827 

Owner occupied housing units as a percent 
of all occupied housing units by counties 
of the United States, 1970., 77-16052 
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Patricia R. Tully : report to accompany 
H.R. 2661., 77-16852 

Pavement performance models /, 77-16162 

Pens, pencils, ribbons, and inking pads /, 
77-16114 

People on the move., 77-16431 

Per capita retail sales in the United States, 
by counties, 1972., 77-15978 

Perceptual factors and meanings of symbol- 
ic information elements /, 77-16631 

Personal privacy in an information society : 
the report of the Privacy Protection 
Study Commission., 77-16736 

Personnel development for vocational edu- 
cation, 1973-74, 77-16261 
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managers : participant reference manual., 
77-16067 

Personnel management in State and local 
governments., 77-16071 

Personnel Management Training Center 
course catalogue., 77-16073 

Persons hospitalized by number of episodes 
and days hospitalized in a year, United 
States, 1972., 77-16300 

Pharmacists in the Veterans Administra- 
tion, hospitals and clinics-nationwide., 
77-16713 
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Philippine Sea : Loran-A table., 77-16077 

Phosphate fertilizer plants., 77-16189 

The PHS rural health initiative., 77-16297 

Physics Division annual review., 77-16207 

Phytochrome : a bibliography with author, 
biological materials, taxonomic, and sub- 
ject indexes of publications prior to 1975 
/, 77-16584 

Pioneer odyssey /, 77-16499 

Pipe and conduit, nonmetallic /, 77-16115 

Pipeline accident report : Dow Chemical 
U.S.A., natural gas liquids explosion and 
fire, near Devers, Texas, May 12, 1975., 
77-16611 

Planning target for applicants and areas 
under the Public works employment act 
of 1977 (PL 95-28), 77-16031 

Poems and song lyrics., 77-16496 

Policy analysis of the upgraded third 
generation air traffic control system /, 
77-16671 

Policy on major urban mass transportation 
investment., 77-16694 

Pollen morphology and the relationship of 
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Primulaceae to the order Centrospermae 
/, 77-16587 

Popular publications for the farmer, subur- 
banite, homemaker, consumer /, 77- 
15939 

Population characteristics., 77-15992 

Pragmatism and principle in U.S. foreign 
policy : speech /, 77-16529 

Precipitation-frequency atlas of the western 
United States /, 77-16035 

Precipitation impact on airport surveillance 
radar (ASDE) at 15 and 25 GHz /, 77- 
16676 

Predicted values of the viscosity and ther- 
mal conductivity coefficients of nitrous 
oxide /, 77-16022 

Presidents of the United States., 77-16232 

President's statement on principles of wel- 
fare reform : hearings before the Sub- 
committee on Public Assistance of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, May 5 and 12, 1977., 77-16784 

Principal electric facilities., 77-16217, 77- 
16218 

Principal electrical utility generating sta- 
tions and transmission lines., 77-16217, 
77-16218 

Principles of ionization smoke detection : 
development of a new sensor for com- 
bustion-generated submicrometer par- 
ticulates /, 77-16400 

Private health insurance supplementary to 
Medicare : a working paper /, 77-16739 

Problem identification course : administra- 
tive and instructional guide., 77-16708 

Proceedings of the Workshop on Structural 
Analysis Needs for Magnetic Fusion 
Energy Superconducting Magnets : a 
Technical assessment /, 77-16209 

Process control manual for aerobic biologi- 
cal wastewater treatment facilities: air, 
solids, clean water., 77-16202 
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Processed fishery products, annua! summa- 
ry., 77-16040 
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tionary orbit /, 77-15972 
Program evaluation act of 1977 : report of 
the Committee on Governmental Affairs, 
United States Senate to accompany S. 2 
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health nursing standards., 77-16712 
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Projections of teacher supply and demand 
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Proposed Foothills project., 77-16425 
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ment /, 77-16541 
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Providing for the consideration 
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Providing for the consideration of H.R. 
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pany S. Res. 239., 77-16961 

Public assistance legislative recommenda- 
tions : hearings before the Subcommittee 
on Public Assistance and Unemployment 
Compensation of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, first session 
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Public debt ceiling : hearing before the 
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Public Health Service grants and awards, 
77-16271 

Public Health Service grants policy state- 
ment for Appalachian health demonstra- 
tion program., 77-16267 

Public hearings on native American voca- 
tional education, November 1976-Janua- 
ry 1977., 77-16737 

Public officials integrity act of 1977 : re- 
port of the Committee on Governmental 
Affairs, United States Senate, to accom- 
pany S. 555 ..., 77-16935 

Public safety officers’ group life insurance 
act of 1977 : report together with addi- 
tional views to accompany S. 262., 77- 
16964 

Public works employment appropriations 
act : hearings before subcommittees of 
the Committee on Appropriations, 
United States Senate, Ninety-fourth Con- 
gress, second session on H.R. 15194 ... : 
special hearing., 77-16755 

Public works for water and power develop- 
ment and energy research appropriation 
bill, fiscal year 1978 : conference report 
to accompany H.R. 7553., 77-16895 

Public works for water and power develop- 
ment and energy research appropriations 
for fiscal year 1977 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fourth Congress, second session., 
77-16753, 77-16754 

Publications of the Pacific Northwest 
Forest and Range Experiment Station, 
77-15937 

Publications on the causes and prevention 
of violence., 77-16229 

Published results of the program of univer- 
sity research, 1973-1976 /, 77-16604 

Pyrolysis of industrial wastes for oil and ac- 
tivated carbon recovery /, 77-16195 


R 


Radio and television programs., 77-16493 

Radio direction finding., 77-16146 

Radiological safety standard for the design 
of radiographic and fluorscopic industrial 
x-ray equipment., 77-16014 

Radiological survey at the inactive uranium 
mill site near Riverton, Wyoming /, 77- 
16204 

Rail merger study : issued paper [reports], 
77-16430 

Rail planning manual /, 77-16644 

Rail service continuation assistance : Title 
IV, program of the RRRA, Section 805, 
program of the RRRA : progress report, 
April 1, 1976 to June 30, 1976., 77- 
16643 

The Railway labor act at fifty : collective 
bargaining in the railroad and airline in- 
dustries /, 77-16503 

Real estate settlement procedures act ; 
statute, regulations, special information 
booklet., 77-16340 
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Recent tanker accidents : hearings before 
the Committee on Commerce, United 
States Senate, Ninety-fifth Congress, first 
session ..., 77-16776 

Reclamation practices and environmental 
problems of surface mining : hearings be- 
fore the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 2 ..., 77-16804 

Recognition and management of pesticide 
poisionings., 77-16203 

Recognition of infants at risk, 77-16280 

Recombinant DNA research act of 1977 : 
hearings before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, first session ... March 15, 
16, and 17, 1977., 77-16800 

Recombinant DNA safety regulation act : 
report together with supplemental views 
to accompany S. 1217., 77-16951 

Reconnaissance of sediment transport and 
channel morphology in the Lower Rio 
Bermejo basin, Argentina : with a section 
on reconnaissance of the Lower Rio Pil- 
comayo basin, Argentina and Paraguay /, 
77-16380 

Recordkeeping systems : small store and 
service trade /, 77-16565 

Recreational vehicles : a subject bibliog- 
raphy from Highway safety literature /, 
77-16710 

The red alga Polysiphonia 
(Rhodomelaceae) in the northern Gulf of 
California /, 77-16590 

Regulations reduction review : a report to 
the Federal Highway Administrator from 
the Regulations Reduction Task Force., 
77-16615 

Reimbursement for seized commercial 
fishermen extension report together 
with dissenting views to accompany H.R. 
4140., 77-16860 

Relationships between whole-body vibra- 
tion and morbidity patterns among in- 
terstate truck drivers /, 77-16313 

The relevance of biomedical engineering to 
dentistry : proceedings of the workshop 
held at the National Institutes of Health, 
Bethesda, Maryland, February 2-4, 1976 
/, 77-16282 

Remarks /, 77-16610 

Remarks by Secretary of Commerce Elliot 
L. Richardson prepared for delivery be- 
fore the Conference on the Future of the 
South’s Economy sponsored by the 
Southern Growth Policies Board, Boca 
Raton Hotel, Boca Raton, Florida, 8:00 
p.m., December 14, 1976., 77-15962 

Remarks by Secretary of Commerce Elliot 
L. Richardson prepared for delivery be- 
fore the National Conference for Re- 
gional Fishery Management Councils at 
Sheration National Motor Hotel, Arling- 
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ton, Virginia, 4:30 p.m. September 16, | Report of the Committee on Veterans’ Af- 


1976., 77r15958 

Remarks by Secretary of Commerce Elliot 
L. Richardson prepared for delivery be- 
fore the Trade Conference of the Inter- 
national Council of the Georgia Chamber 
of Commerce, Macon Hilton Hotel, 
Macon, Geogia, 7:30 p.m., September 9, 
1976., 77-15964 

Remarks by Secretary of Commerce 
Rogers C. B. Morton prepared for 
delivery before the students program of 
Kentucky Enterprise, Transylvania Col- 
lege, Lexington, Kentucky, 2:00 p.m. 
Saturday, October 18, 1975., 77-15954 

Remarks by Under Secretary of Commerce 
Edward O. Vetter prepared for delivery 
at a luncheon of the Houston World 
Trade Association, Houston World Trade 
Center, Houston, Texas, 12:30 p.m., 
Monday, September 13, 1976., 77-15969 

Remarks by Under Secretary of Commerce 
John K. Tabor at the dedication of the 
Great Lakes Environmental Research 
Laboratory, Ann Arbor, Michigan, 
Friday, October 18, 1974, 2:00 p.m., 77- 
15967 

Remarks by Under Secretary of Commerce 
John K. Tabor before the Missouri 
Governor's Conference on Minority Busi- 
ness Enterprise, Ramada Inn, Columbia, 
Missouri, January 30, 1974, 8:45 p.m., 
77-15968 

Remarks of the Honorable Mary Brooks, 
Director of the Mint, at ceremonies issu- 
ing the 1973 philatelic-numismatic com- 
memorative at Faneuil Hall, Boston, 
Massachusetts, 11:30 A.M., July 4, 
1973., 77-16595 

Remarks prepared for delivery /, 77-16215 

Removal of pavement markings by scoring- 
jetting., 77-16637 

Renewal of copyright., 77-16489 

Repayment of loan no. 525-L-006 : agree- 
ment between the United States of 
America and Panama, signed at Panama, 
December 30, 1976., 77-16553 

Report - Administrative Conference of the 
United States., 77-16724 

Report of oceanographic data exchange, 
77-16038 

Report of Subcommittee on Evaluation of 
State Relations to President's Committee 
on Employment of the Handicapped., 77- 
16515 

Report of the Army Materiel Acquisition 
Review Committee (AMARC)., 77- 
16143 

Report of the Chicago Construction Coor- 
dinating Committee : a pilot demonstra- 
tion project, U.S. Department of Labor, 
1974-1977., 77-16462, 77-16463 

Report of the Committee on Merchant 
Marine and Fisheries, on allocation of 
budget totals to subcommittees., 77- 
16914 

Report of the Committee on Post Office 
and Civil Service /, 77-1688 1 


Page I-244 





fairs /, 77-16873 
Report of the Committee on Ways and 
Means /, 77-16888 


The report of the St. Louis Task Force on 


the taxation of small business., 77-16563 

Report on the National Hearing on Recrea- 
tion for Handicapped Persons., 77-16253 

Report the United States Parole Commis- 
sion, July 1, 1973 to September 30, 
1976., 77-16448 

Report to Congress on energy conservation 
policies and practices by the Federal 
Aviation Administration., 77-16649 

Report to the Attorney General to the Pre- 
sident of the United States pursuant to 
section 6 of the Alaska natural gas trans- 
portation act of 1976., 77-16433 

Report to the Congress - Office of Federal 
Procurement Policy., 77-16518 

Report to the public on the United Nations 
Conference on Human Settlements., 77- 
16335 

Research and development contracts., 77- 
16271 

Research papers /, 77-16591 

Research Planning Workshop on the Sud- 
den Infant Death Syndrome, 77-16280 

Research planning workshops in the sudden 
infant death syndrome., 77-16281 

Research Planning Workshops on the Sud- 
den Infant Death Syndrome., 77-16280 

Research summaries : unscheduled absence 
from work : an update /, 77-16470 

Residential alterations and _ repairs., 
16049 

Resistors, variable /, 77-16116 

Resources in education. Semiannual index., 
77-16265 

Respond to workers with cystic fibrosis., 
77-16512 

Retention of life and health insurance 
benefits during retirement after 5 years 
of service : report to accompany H.R. 
4319., 77-16859 

Revenue sharing., 77-16225 

Review of LEAA narcotics funding : hear- 
ing before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-fifth Congress, 
first session, June 8, 1977., 77-16817 

Review of the President's energy budget for 
fiscal year 1977 : Seminars : before the 
Task Force on Energy of the Committee 
on the Budget, United States Senate, 
March 12 and 15, 1976., 77-16775 

Revisions of Ulmus and Zelkova in the 
middle and late Tertiary of western 
North America /, 77-16388 

Rings-locking, pipe joint welding, 
miscellaneous hardware /, 77-16118 

Risk factors in coronary disease., 77-16269 

Riviera Cote D'Azur France : [port guide ]., 
77-16172 

Roads, grounds, pest control, refuse collec- 
tion, handbook : engineered performance 
standards : public works maintenance., 
77-16176 


77- 
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Robert H. Glazier : report to accompany 
H.R. 1413., 77-16857 
Roller assembly, journal 
16119 

Roofing, siding, wallboard, building paper, 
and thermal insulation materials /, 77- 
16120 

Rotary brushes and buffing wheels /, 77- 
16121 

Rotorcraft 
16657 

Rules of practice United States District 
Court for the Eastern District of 


bearing /, 77- 


external-load operations, 77- 


Washington., 77-16460 


S 


S. 1306, Small business emergency drought 
disaster loan act of 1977 : hearing before 
the Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1306 ... June 
23, 1977., 77-16823 

Safe operating area 
transistors /, 77-16007 

Safety and health program audit for foun- 
dries., 77-16478 

Safety recommendations for ammonium 
nitrate-based blasting agents /, 77-16404 

Salud, salud? To your health! : well, maybe 
not., 77-16329 

School desegregation in Bogalusa, Louisian 
/, 77-16063 

School desegregation in Portland, Oregon : 
a staff report of the U.S. Commission on 
Civil Rights., 77-16064 

School desegregation in Raleigh County, 
West Virginia : a report /, 77-16062 

School enrollment, social and economic 
characteristics of students, October 1976 
(advance report), 77-15992 

Scientific directory and annual 
raphy., 77-16272 

Second International Congress on 
Prosthetics Techniques and Functional 
Rehabilitation., 77-16514 

Second U.S.-U.S.S.R. Colloquium on Mag- 
netohydrodynamic Electrical Power 
Generation., 77-16208 

Secretary of Labor reports on the services 
of the Department of Labor to the peo- 
ple of the United States, 77-16461 

Secure detention of juveniles and alterna- 
tives to its use /, 77-16457 

SEER program., 77-16270 

Seguridad de los trabajadores agricolas du- 
rante el uso de pesticidas., 77-16185 

Seizure of the Mayaguez : hearings before 
the Subcommittee on International Politi- 
cal and Military Affairs of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fourth Congress, 
first session ..., 77-16810 

Selected documents, no. 6B : documents 
associated with the Panama Canal trea- 
ties., 77-16521 


limits for power 


bibliog- 





Selected irrigation return flow quality ab- 
stracts, 1975 : fifth annual issue /, 77- 
16197 

Selected technical publications., 77-16294 

Selecting the legal structure for your firm., 
77-16566 

Selective effective citizen 
techniques /, 77-16612 

Self-instructional manual for tumor regis- 
trars /, 77-16270 

Services of the Law Library., 77-16482 

Sets, kits, and outfits /, 77-16122 

Shafts /, 77-16123 

Sheltered workshop study : a nationwide 
report on sheltered workshops and their 
employment of handicapped individuals., 
77-16465 

Shift work practices in the United States /, 
77-16314 

Shipboard oil-in-water content monitor 
based on small angle forward light scat- 
tering /, 77-16689 

Shoe materials /, 77-16124 

Should bank investors know /, 77-16570 

SIDPERS user manual : standard installa- 
tion/division personnel system., 77-16153 

Siletz Indian Tribe restoration act : report 
to accompany S. 1560., 77-16960 

A simulation of the fluctuations of interna- 
tional atomic time /, 77-16020 

Simulators /, 77-16125 

The Small business development center act 
: hearings before the Select Committee 
on Small Business, of the United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 972 ..., 77-16824 

Small business development center act of 
1978 : report to accompany S. 972., 77- 
16965 

Smoke detector resource catalog., 77- 
16059 

Smoke detector technology., 77-16060 

Smoke detectors : moving the public., 77- 
16061 

Social security benefits for students., 77- 
16838 

Socket, plug-in electronic components /, 
77-16126 

Soil survey of Motley County, Texas /, 77- 
15940 

Soil survey of Pembina County, 
Dakota /, 77-15941 

Soil survey of York County, Nebraska /, 
77-15942 

Soldier's manual explosive ordnance 
disposal specialist., 77-16144 

Soldier’s manual : motor transport opera- 
tor, skill level 4., 77-16151 

Soldier's manual : motor transport opera- 
tor, skill levels 1/2/3., 77-16150 

Solid waste management., 77-16228 

Some devastating North Atlantic hurricanes 
of the 20th century., 77-16033 

Sources of assistance for developing boat- 
ing facilities., 77-16427 

South Carolina landings, annual summary., 
77-16043 
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North 





December 1977 


Spanish origin persons as a percent of total 
population by counties of the United 
States, 1970., 77-16051 

Specimen examinations for merchant 
marine deck officers. (2nd and 3rd 
mate )., 77-16686 

A Spectral atlas of the sun between 1175 
and 2100 Angstroms /, 77-16178 

Spill risk analysis program : methodology 
development and demonstration /, 77- 
16688 

Standard X-ray diffraction powder patterns 
: section 14—data for 68 substances /, 
77-16015 

Standards for meat and poultry products : a 
consumer reference list., 77-15947 

State distribution of public employment, 
77-15988 

State finances, 77-15999 

State, Justice, Commerce, the Judiciary, 
and related agencies appropriations, 
fiscal year 1978., 77-16757 

State laws allowing drivers to turn on red 
lights, 77-16705 

State tax collections., 77-15999 

State vehicle programs : special report., 77- 
16702 

Statement of Norbert T. Tiemann, Ad- 
ministrator, Federal Highway Administra- 
tion, Department of Transportation be- 
fore the House Appropriations Subcom- 
mittee on Transportation, February 5, 
1976., 77-16619 

Statistical note, 77-16324 

Statistical reference book of international 
activities., 77-16292 

Statistics of income; business income tax 
returns; sole proprietorships, partner- 
ships., 77-16593 

Statistics of income; business income tax 
returns, 77-16593 

Status, distribution, and movements of mar- 
tens in northeastern Minnesota /, 77- 
15938 

Strainer elements /, 77-16128 

Strategic petroleum reserve., 77-16216 

Stripe removal by high temperature burn- 
ing with excess oxygen., 77-16638 

Structural shapes, nonmetallic /, 77-16127 

Students, graduates, and dropouts in the 
labor market, October 1975 /, 77-16475 

A study of efficiency indicators of urban 
public transportation systems /, 77-16606 

A study of home inspection and warranty 
programs /, 77-16336 

A study of new catalytic agents to deter- 
mine chemical oxygen demand/, 77- 
16198 

The study of small business : hearing be- 
fore the Subcommittee on Government 
Regulation and Small Business Advoca- 
cy, of the Select Committee on Small 
Business, United States Senate, Ninety- 
fifth Congress, first session ... June 29, 
1977., 77-16825 

Stuffing tubes and components /, 77-16129 
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Subcommittees and select and special com- 
mittees of the Senate of the United 
States together with certain joint com- 
mittees of the Congress., 77-16723 

Subdivision to subcommittees of revised 
budget totals for fiscal year 1977 /, 77- 
16882 

Subject index of current research grants 
and contracts administered by the Na- 
tional Heart, Lung and Blood Institute., 
77-16277 

A summary of accidents related to non- 
nuclear energy., 77-16201 

A summary of loan guaranty benefits for 
veterans with service since January 31, 
1955., 77-16714 

Summary of National Hispanic Heritage 
Day, November 23, 1976., 77-16599 

Summary of unclassified minutes of the 
Electromagnetic Radiation Management 
Advisory Council., 77-16520 

Summary of veterans legislation reported., 
77-16829 

Summary, phase I evaluation of intensive 
special probation projects /, 77-16455 

Summary report - Federal Wind Energy 
Program., 77-16212 

Sunset act of 1977 : hearings before the 
Subcommittee on _ Intergovernmental 
Relations of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, first session, on S. 
2..., 77-16792 

Supplement to Aviation 
ference, summary report, 
16648 

Supplement | to final environmental im- 
pact statement Metropolitan Atlanta 
rapid transit system, Project GA-03-0008 
: changes in the referendum system at 
Vine City, Techwood, Candler Park, East 
Lake, and the Tucker-North Dekalb line 
/, 77-16698 

Supplemental tidal predictions Anchorage, 
Nikishka, Seldovia, and Valdex, Alaska, 
1978., 77-16046 

Supporting files, records keeping, and re- 
porting., 77-16153 

Surgical dressing /, 77-16130 

Surinam, 77-16549 

A survey of eleven government-developed 
data element dictionary/directory systems 
/, 77-16013 

Suspected carcinogens; a subfile of the 
NIOSH registry of toxic effects of chemi- 
cal substances /, 77-16321 

Switch, sensing /, 77-16131 

A system for calibrating laser power meters 
for the range 5-1000 W/, 77-16018 

System survivability analysis : final report /, 
77-16161 


Review Con- 
1975., 77- 
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Tableware /, 77-16132 

Tactical automatic switching., 77-16145 

The tank truck washing example., 77- 
16199 
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Tanker safety in Alaska., 77-16776 

Task Force on Women., 77-16617, 77- 
16618 

Taxation of small business., 77-16563 

Taxes on aircraft earnings., 77-16559 

Technical guidelines for energy conserva- 
tion : final report for period December 
1975 to March 1977., 77-16028 

Telecommunication alternatives with 
emphasis on optical waveguide systems : 
errata /, 77-15971 

Telephone directory - 
Labor., 77-16467 

Tell it like it is /, 77-16567 

Tents and tarpaulins /, 77-16133 

Terminal boards, Aug. 17, 1973., 77-16134 

Terms used for classification of chemicals 
and chemical products., 77-16242 

Terms used in the budgetary process /, 77- 
16219 

Test sets /, 77-16135 

Think toy safety., 77-16729 

The Thomas Eakins Collection of the 
Hirshhorn Museum and _ Sculpture 
Garden /, 77-16582 

Threaded fasteners /, 77-16100 

Threaded studs :, 77-16136 

A three-dimensional simulation of winds 
and non-precipitating orographic clouds 
over Hawaii : erratum /, 77-16034 

Threshold photo and electroproduction of 
pions from nuclei /, 77-16027 

Time and frequency dissemination services, 
errata., 77-16009 

Time to plan : the international search for 
safeguardable nuclear power, speech /, 
77-16532 

To create a fair field of competition /, 77- 
16572 

To provide for an additional assistant 
Secretary of the Interior responsible for 
Indian affairs : hearing before the Sub- 
committee on Indian Affairs of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-fourth 
Congress, second session, on H.R. 4344, 
H.R. 8536, and H.R. 11258 ... March 4, 
1976., 77-16803 

To restore posthumously full rights of 
citizenship to Jefferson F. Davis : report 
to accompany S.J. Res. 16., 77-16932 

Tongass National Forest, Alaska., 77-15936 

Toward a national growth policy : Federal 
and state developments in 1975 : a re- 
port /, 77-16778 

Toward an educated health consumer : 
mass communication and quality in 
medical care /, 77-16293 

Town of Rangely, Colorado, Rio Blanco 
County., 77-16364 

Township of Hanover, New Jersey, Morris 
County., 77-16352 

Township of Lawrence, 
Mercer County., 77-16354 

Township of Royalton, Michigan, Berrien 
County., 77-16365 

Township of Whitemarsh, Pennsylvania, 
Montgomery County., 77-16373 


Department of 


New Jersey, 
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Toys., 77-16731 

Trade center facilities abroad: U.S., 77- 
16053 

Trading with the enemy act reform legisla- 
tion : report of the Committee on Inter- 
national Relations, on H.R. 7738 ..., 77- 
16883 

Traffic analysis by geography and subject., 
77-16522 

Traffic controls for construction and main- 
tenance work zones /, 77-16636 

Traffic controls in construction and main- 
tenance work zones., 77-16636 

Traffic laws commentary., 77-16705, 77- 
16706, 77-16707 

Trainees and fellows supported by the Na- 
tional Institute of Dental Research, 77- 
16283 

Trainees and fellows supported by the Na- 
tional Institute of Dental Research and 
trained during fiscal year., 77-16283 

Training and education programs in auto- 
matic data processing (ADP )., 77-16066 

Transcript Public Meeting on _ the 
Proposed Revisions to EPA Grant Regu- 
lations for Implementation of Resource 
Conservation and Recovery act of 1976, 
June 30, 1977, Washington, D.C., /, 77- 
16191 

Transcript : Public Meeting on the Public 
participation guidelines, Section 7004(b) 
of the Resource conservation and 
recovery act of 1976, July 1, 1977, 
Washington, D.C. /, 77-16192 

Transcript : Regional Public Meetings on 
the Resource Conservation and Recovery 
act of 1976, /, 77-16190 

Transfer of technology to the Soviet Union 
and Eastern Europe : hearing before the 
Permanent Subcommittee on Investiga- 
tions of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
fifth Congress, first session ..., 77-16791 

Transportation assistance for elderly and 
handicapped persons., 77-16693 

The transportation of Alaskan natural gas : 
oversight hearings before the Subcom- 
mittee on Indian Affairs and Public 
Lands of the Committee on Interior and 
Insular Affairs, House of Representatives, 
Ninety-fifth Congress, first session ..., 77- 
16805 

Transportation of radioactive materials by 
rail., 77-16432 

Transportation research reports., 77-16604 

Transportation, the diverse aged., 77-16506 

Treasury, Postal Service, and general 
government appropriations for fiscal year 
1978 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session, on H.R. 7552 ..., 77- 
16759 

Treasury, Postal Service, 
government appropriations, 
16759 


and general 
1978., 77- 
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Treatment of Anatoly Scharansky 2nd Yurt 
[i.e. Yuri] Orlov : report to accompany 
S. Res. 198., 77-16944 

Trends in labor and leisure /, 77-16471 

Truth or consequences /, 77-16569 

Two centuries of tariffs : the background 
and emergence of the U.S. International 
Trade Commission /, 77-16597 


U 


U.S. coal development : promises, uncer- 
report to the Congress /, 77- 


tainties : 
16220 

U.S. decennial life tables. Methodology of 
the national and state life tables for the 
United States., 77-16303 

U.S. energy policy : the need for Congress 
to act : address by Secretary of Com- 
merce Elliot L. Richardson prepared for 
delivery before the International Plat- 
form Association, Sheraton Park Hotel, 
Washington, D.C., 1:30 p.m. Wednesday, 
July 28, 1976., 77-15959 

U.S. fishery agreements with EEC and 
Japan : statement /, 77-16533 

U.S. relations in southern Africa : 
ment /, 77-16535 

U.S. relations in the Caribbean : statement 
/, 77-16536 

U.S. trade center facilities abroad : your 
key to effective overseas marketing., 77- 
16053 

Uintah unit, central Utah project : hearing 
before the Subcommittee on Energy 
Research and Water Resources of the 
Committee on Interior and Insular Af- 
fairs, United States Senate, Ninety-fourth 
Congress, second session, on S. 3395 ... 
May 18, 1976., 77-16802 

“Un ciel” programmes d’assistance 
techniques de_ l'’Administration de 
l’Aviation (FAA) Americaine., 77-1665 1 

Unamos nuestros esfuerzos, podemos ser 
una familia feliz : el alcoholismo es un 
problema de toda la familia Let's pull 
together : alcoholism is a_ family 
problem., 77-16331 

The unfinished business : twenty years later 
/, 77-16065 

The unfinished revolution address by 
Secretary of Commerce Elliot L. 
Richardson, prepared for delivery before 
the Twentieth National Assembly of the 
Links, Inc., Washington Plaza Hotel, 
Seattle, Washington, Friday, July 16, 
1976 at 9:15 a.m., PDT., 77-15961 

Unfinished revolution, Education for the 
handicapped, 77-16260 

Unit costs and productivity standards for 
various highway and bridge maintenance 
activities., 77-16613 

Unit of instructional activities on male role 
sterotyping., 77-16257 

United Nations Environment Program In- 
ternational Referral System., 77-16183 

United States Army installations and major 
activities., 77-16152 
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United States Coast Guard : Elizabeth City, 
North Carolina., 77-16692 

United States Coast Guard Band., 77- 
16683 

United States Coast Guard publications., 
77-16237 

United States coast pilot, Gulf coast, Puer- 
to Rico, and Virgin Islands, 77-16047 

United States coast pilot 5: Atlantic coast, 
Gulf of Mexico, Puerto Rico, and Virgin 
Islands., 77-16047 

United States Department of Labor annual 
report., 77-16461 

United States postage stamps., 77-16222 

United States sources of information in the 
area of desertification. U.S. National 
Focal Point of the United Nations En- 
vironment Program, International Refer- 
ral System., 77-16183 

Unscheduled absence from work., 77- 
16470 

Untoward effects of talc : January 1974 
through November 1976, 33 citations /, 
77-16287 

Updating the consumer price index : an 
overview /, 77-16474 

Upper Mississippi, a wild and scenic river 
study, final report and environmental im- 
pact statement., 77-16428 

Upper Mississippi, Minnesota, wild and 
scenic river study., 77-16428 

Urban atlas, tract data for standard 
metropolitan statistical areas : Albany- 
Schenectady-Troy, New York., 77-15980 

Urban atlas, tract data for standard 
metropolitan statistical areas : Cincinnati, 
Ohio-Kentucky-Indiana., 77-15981 

Urban atlas, tract data for standard 
metropolitan statistical areas : Memphis, 
Tennessee-Arkansas., 77-15982 

Urban atlas, tract data for standard 
metropolitan statistical areas : Oklahoma 
City, Oklahoma., 77-15983 

Urban atlas, tract data for standard 
metropolitan statistical areas : Rochester, 
New York., 77-15984 

Urban atlas, tract data for standard 
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sion, on S. 406 ... March 23, 24, and 
25, 1977., 77-16771 


Banking law — United States — Addresses, 
essays, lectures. 
The disclosure philosophy /, 77-16576 


Do not order from index; see indicated entry 





Disclosure through a glass darkly /, 77- 
16573 


Proper regulation requires understanding 
and communication /, 77-16568 
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Providing for the consideration of H.R. 3 
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face mines in the eastern United States 
: a survey /, 77-16406 


Blast effect. 
System survivability analysis : 
/, 77-16161 


Blasting. 
Safety recommendations for ammonium 
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Terms used in the budgetary process /, 
77-16219 
Building — Bibliography. 
Building science series., 77-16234 


Building materials — Bibliography. 
Building science series., 77-16234 
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16580 


Capital movements — Addresses, essays, 
lectures. 
Capital markets at the crossroads /, 77- 
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fide., 77-16317 

Occupational exposure to carbon disul- 
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15981 
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Moving longwall shield supports at the 
York Canyon mine, Raton, N. Mex. /, 
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fide., 77-16319 
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16076 

Omega table : area 21, Victoria Land, 
pair B-H (Liberia-Japan)., 77-16076 
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cational education, November 1976- 
January 1977., 77-16737 


Indians of North America — Government 
relations. 
LEAA Indian program., 77-16439 
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Investment flow in the _ international 
economic system : speech /, 77-16526 
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7:30 p.m., September 9, 1976., 77- 
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Abstracts. 
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Japan-United States Friendship Commis- 
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sion ... July 14, 1977., 77-16788 
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fairs, United States Senate, Ninety-fifth 





December 1977 


Congress, first session April 28, 


1977., 77-16787 


Jupiter (Planet) — Observations. 
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County, Michigan., 77-16446 
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77-16446 
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77-16444 
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Secure detention of juveniles and alter- 
natives to its use /, 77-16457 
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Kennedy, Nora L 
Nora L. Kennedy : report to accompany 
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King, Mary E , 

Nomination : hearing before the Com- 
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United States Department of Labor an- 
nual report., 77-16461 
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graphic mobility of married couples /, 
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Labor supply. 
Students, graduates, and dropouts in the 
labor market, October 1975 /, 77- 
16475 
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measures. 
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facetiae, satire, etc. 
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Law — Oregon. 
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Hydraulic model investigation., 77-16160 
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Journal of the HEW Audit Agency, 77- 
16248 
Manganese catalysts. 
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Freezing meat and fish in the home /, 77- 
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Meat and poultry inspection directory., 
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Full Committee consideration of H.R. 
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Amending the Public health service act : 
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Bibliography. 
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retardation and the law., 77- 
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delivery at the 1975 commencement 
exercise, Merchant Marine Academy, 
Kings Point, New York, 11:00 a.m. 
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Metropolitan areas — New York — Maps. 
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15980 


Metropolitan areas — New York (State) — 
Maps. 
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Foreign assistance and related programs 
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States Senate, Ninety-fifth Congress, 
first session, on H.R. 7797 ..., 77- 
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Military assistance, American — Saudi 
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and Saudi Arabia, effected by 
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Military training mission agreement 
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proceedings, Bureau of Mines 
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Congresses. 

Metal mine fire protection research : 
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Geology and gas content of coalbeds in 
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Mine timbering. 
Moving longwall shield supports at the 
York Canyon mine, Raton, N. Mex. /, 
77-16408 
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impact statement for., 77-16216 


Final environmental impact statement for 
Central Park Mine., 77-16216 
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An act to provide for the cooperation 
between the Secretary of the Interior, 
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Mining technology research., 77-16395 
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781, from 273 to 2800K /, 77-16005 


Mononucleosis. 
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Motor-truck drivers. 
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terstate truck drivers /, 77-16313 

Motor-trucks. 

Nationwide truck commodity flow study : 

tabular presentation /, 77-16616 
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manual., 77-16149 

Motor transport operator, skill level 4 : 
soldier’s manual., 77-16151 
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1/2/3 : soldier’s manual., 77-16150 
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manual., 77-16149 
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1/2/3 : soldier’s manual., 77-16150 


Soldier’s manual : motor transport opera- 
tor, skill levels 1/2/3., 77-16150 


Motor vehicles. 
On-board vehicle sensor technology /, 
77-16704 


Motor vehicles — Inspection — United 
States. 
Diagnostic motor vehicle inspection 
demonstration projects, program en- 
gineering support /, 77-16699 


State vehicle programs : special report., 


77-16702 


Motor vehicles — Recreational use — 

Bibliography. 

Recreational vehicles : a subject bibliog- 
raphy from Highway safety literature /, 
77-16710 

Motor vehicles — Standards — United 

States. 

Vehicle selection matrix /, 77-16703 

Motor vehicles — United States — Testing. 

Diagnostic motor vehicle inspection 
demonstration projects, program en- 
gineering support /, 77-16699 

Motor vehicles — United States — Testing — 

Computer programs. 

Vehicle selection matrix /, 77-16703 

Motor vehicles driving. 

Motor transport operator, skill level 4 : 
soldier’s manual., 77-16151 

Soldier’s manual : motor transport opera- 
tor, skill level 4., 77-16151 
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Motorcycle safety improvement., 77- 
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Moving, Household — Directories. 
People on the move., 77-16431 


Multidimensional scaling. 
A multidimensional model of medical 
school similarities : final report /, 77- 
16307 


Municipal officials and employees — United 
States — Statistics. 
City employment., 77-15989 


Mutual security program, 1951- — 
Addresses, essays, lectures. 
Withdrawal of U.S. ground force from 
Korea : statement /, 77-16527 
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National cemeteries — Law and legislation 

— United States. 

Oversight hearings on the National ceme- 
teries act and related matters 
hearings before the Subcommittee on 
Cemeteries and Burial Benefits of the 
Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session ... May 24, and 
June 7, 1977., 77-16827 


National Council on the Arts. 
Annual report - National Endowment for 
the Arts/National Council on the Arts., 
77-16502 


National Criminal Justice Educational 
Consortium. 
Analysis of consortium endeavor., 77- 
16436 


National Endowment for the Arts. 
Annual report - National Endowment for 
the Arts/National Council on the Arrts., 
77-16502 


National Fire Academy. 

National Fire Academy : a study of the 
relationship of the National Fire 
Academy to the fire-related education 
programs in colleges and universities /, 
77-16056 


Naturalization — United States — 
Handbooks, manuals, etc. 
Naturalization requirements and general 
information., 77-16459 


Naval art and science — Examinations, 
questions, etc. 
Merchant marine deck officers (2nd and 
3rd mate) : specimen examinations., 
77-16686 


Specimen examinations for merchant 
marine deck officers. (2nd and 3rd 
mate )., 77-16686 


Navigation — Victoria Land — Tables. 
Area 21, Victoria Land, pair B-H 
(Liberia-Japan) Omega table., 77- 
16076 
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Omega table : area 21, Victoria Land, 

pair B-H (Liberia-Japan)., 77-16076 
Navigation — Washington — Tacoma. 

Channel improvements for navigation, 
Blair and Sitcum Waterways, Tacoma 
Harbor, Washington : revised draft en- 
vironmental impact statement., 77- 
16166 


Navigation (Aeronautics) 
Radio direction finding., 77-16146 
Near East — Foreign relations — United 
States — Addresses, essays, lectures. 
A framework for a Middle East peace : 
address /, 77-16531 


Near East — Politics and government — 
Addresses, essays, lectures. 
A framework for a Middle East peace : 
address /, 77-16531 
Nevada — Population — Statistics. 
Estimates of the population of Nevada 
counties and metropolitan areas, July 
1, 1975 (revised) and 1976 
(provisional), 77-15996 


Federal-state cooperative program for 
population estimates, 77-15996 


Nicholson, Amelia Doria. 
Mrs. Amelia Doria Nicholson : report to 
accompany H.R. 2945., 77-16856 


Nickel — Physiological effect. 
Criteria for a recommended standard : 
occupational exposure to inorganic 
nickel., 77-16320 


Occupational exposure to 
nickel., 77-16320 


Nitrogen. 

Algal nutrient availability and limitation 
in Lake Ontario during IFYGL., 77- 
16194 

Nitrogen-fixing algae. 

Algal nutrient availability and limitation 
in Lake Ontario during IFYGL., 77- 
16194 


Nitrous oxide. 

Predicted values of the viscosity and 
thermal conductivity coefficients of 
nitrous oxide /, 77-16022 

Noise — Measurement. 

Noise characteristics of eight helicopters 

/, 77-16682 
Noise control. 

Highway noise impact, noise 

review manual., 77-16188 


inorganic 


impact 


A manual for the review of highway 
noise impact /, 77-16188 


Non-wage payments — United States. 
Building and construction trades on pen- 
sions and other employee benefit plans 
hearing before the Committee on 
Education and Labor, House of 
Representatives, Nintey-fifth Congress, 
first session ... April 19, 1977., 77- 
16779 
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North Atlantic Ocean — Hurricane — 
History. 
North Atlantic hurricanes of the 20th 
century., 77-16033 


Some devastating North Atlantic hur- 
ricanes of the 20th century., 77-16033 


Norton, Eleanor Holmes. 

Nomination : hearings before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session, on Eleanor Holmes Nor- 
ton, of New York, to be a member of 
the Equal Employment Opportunity 
Commission, May 24, 1977., 77-16795 


Nuclear engineering — United States — 
Safety measures. 
Annual report - U.S. Nuclear Regulatory 
Commission., 77-16734 


Nuclear engineering — United States — 
Standards — Indexes. 
Index of U.S. nuclear standards /, 77- 
16011 


Nuclear explosions. 
System survivability analysis : final report 
/, 77-16161 


Nuclear fusion. 

Proceedings of the Workshop on Struc- 
tural Analysis Needs for Magnetic Fu- 
sion Energy Superconducting Magnets 
: a Technical assessment /, 77-16209 


*Nuclear physics — Methods — Congresses. 
Nuclear cross sections and technology : 
proceedings of a conference, Washing- 
ton, D.C., March 3-7, 1975, errata /, 
77-16008 


Nuclear physics — Standards — United 
States — Indexes. 
Index of U.S. nuclear standards /, 77- 
16011 


Nuclear research — United States. 
Electromagnetic interactions from 5 to 
500 MeV and nuclear research : a 
position paper as of March 1977 /, 77- 
16025 
Nursing — Study and 
Educating nurses in high blood pressure 
control., 77-16276 


Guidelines for educating nurses in high 

blood pressure control., 77-16276 
Nursing — United States. 

Analysis and planning for improved dis- 
tribution of nursing personnel and ser- 
vices inventory of innovations in 
nursing /, 77-16310 

Inventory of innovations in nursing., 77- 
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Nursing — United States — Congresses. 

Analysis and planning for improved dis- 
tribution of nursing personnel and ser- 
vices national conferences /, 77- 
16309 
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Nursing homes — United States. 

Nursing home abuses : hearings before 
the Subcommittee on Oversight and 
Investigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, first session ... March 15 and 16, 
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Oblitacythereis. 

Evolution of Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozo- 
ic in the Mediterranean and Atlantic /, 
77-16589 

Occupational diseases. 
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exposure to benzoyl peroxide., 77- 
16316 


Criteria for a recommended standard : 
occupational exposure to fibrous glass., 
77-16318 


Occupational exposure to benzoyl perox- 
ide., 77-16316 


Occupational exposure to fibrous glass., 
77-16318 


Relationships between whole-body vibra- 
tion and morbidity patterns among in- 
terstate truck drivers /, 77-16313 

Occupational training — Law and legislation 

— United States. 

An act to provide employment and train- 
ing opportunities for youth, and to 
provide for other improvements in em- 
ployment and training programs., 77- 
16921 


Occupational training — United States — 

Handbooks, manuals, etc. 

A model to retrain women teachers and 
skilled women as teachers in non-tradi- 
tional vocational programs /, 77-16258 

Occupations — Statistics. 

Occupational pay differences among 

metropolitan areas /, 77-16469 
Ocean mining — Environmental aspects — 

Atlantic Coast (United States) 

New England offshore mining environ- 
mental study (Project NOMES) : final 
report /, 77-16048 


Project NOMES., 77-16048 


Oceanography — Statistics — Periodicals. 

Oceanographic data exchange., 77-16038 

Official secrets — United States. 

Whether disclosure of funds authorized 
for intelligence activities is in the 
public interest : hearings before the 
Select Committee on Intelligence of 
the United States Senate, Ninety-fifth 
Congress, first session, April 27 and 
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Flood plain information : Ohio River, 
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Ohio River, Washington County, Ohio: 
flood plain information., 77-16164 


Oil and gas leases — United States. 
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ments of 1977 : report of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, together with 
minority views to accompany S. 9., 77- 
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Oil pollution of rivers, harbors, etc. 

Spill risk analysis program : methodology 
development and demonstration /, 77- 
16688 

Oil-shales — The West — Bibliography. 

Bibliography of the geology of the Green 
River Formation, Colorado, Utah, and 
Wyoming, to March 1, 1977 /, 77- 
16382 


Oklahoma City, Okla. — Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas’ =: 
Oklahoma City, Oklahoma., 77-15983 


Oklahoma City, Oklahoma — Population — 
Maps. 
Urban atlas, tract data for standard 
metropolitan statistical areas’: 
Oklahoma City, Oklahoma., 77-15983 


Old age assistance — United States. 
Information & referral services : research 
findings /, 77-16251 


Old age pensions — United States. 

Annual report of the Board of Trustees 
of the Federal Old-Age and Surviviors 
Insurance and Disability Insurance 
Trust Funds., 77-16846 


Onocology — Classification — Handbooks, 
manuals, etc. 
SEER program., 77-16270 


Self-instructional manual for tumor regis- 
trars /, 77-16270 


Optical wave guides. 
Telecommunication alternatives with 
emphasis on optical waveguide systems 
: errata /, 77-15971 
Ores — United States — Assaying. 
Assaying ores, concentrates, and bullion 
/, 77-16405 


Organization for Economic Cooperation and 
Development countries. 
Economic growth of OECD countries, 
1966-1976 /, 77-16551 
Organization of American States. General 
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Human rights and OAS reform 
/, 77-16538 


Organized crime — United States. 
Curbing organized crime., 77-16440 
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Orloby, Yuri. 
lreatment of Anatoly Scharansky and 
Yurt [i.e. Yuri] Orlov : report to ac- 
company S. Res. 198., 77-16944 
Overtime — Statistics. 
Workweeks of 41 hours or more and 
premium pay., 77-16476 
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Page, Richard S , 

Nomination of Richard Page : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session ... June 30, 1977., 77- 
16774 


Paint. 
Stripe removal by high temperature 
burning with excess oxygen., 77-16638 


Paint removers. 
Removal of pavement markings by scor- 
ing-jetting., 77-16637 
Paleobotany — North America. 
Revisions of Ulmus and Zelkova in the 
middle and late Tertiary of western 
North America /, 77-16388 


Paleobotany — Tertiary. 
Revisions of Ulmus and Zelkova in the 
middle and late Tertiary of western 
North America /, 77-16388 


Paleocosta. 

Evolution of Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozo- 
ic in the Mediterranean and Atlantic /, 
77-16589 


Paleontology — Atlantic Ocean. 

Evolution of $Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozo- 
ic in the Mediterranean and Atlantic /, 
77-16589 


Paleontology — Cenozoic. 

Evolution of Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozo- 
ic in the Mediterranean and Atlantic /, 
77-16589 


Paleontology — Idaho — Blaine Co. 
Ordovician and Silurian graptolite suc- 
cession in the Trail Creek area, central 
Idaho—a graptolite zone reference sec- 
tion /, 77-16387 


Paleontology — Idaho — Custer Co. 
Ordovician and Silurian graptolite suc- 
cession in the Trail Creek area, central 
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tion /, 77-16387 


Paleontology — Mediterranean Sea. 
Evolution of Oblitacythereis from 
Paleocosta (Ostracoda, 
Trachyleberididae) during the Cenozo- 
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77-16589 
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Otarioid seals of the Neogene /, 77- 
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Paleontology — Silurian. 

Ordovician and Silurian graptolite suc- 
cession in the Trail Creek area, central 
Idaho—a graptolite zone reference sec- 
tion /, 77-16387 


Paleontology — Tertiary. 
Otarioid seals of the Neogene /, 77- 
16386 


Palma, Majorica — Description — Guide- 
books. 

Palma : [port guide]., 77-16171 

Palynotaxonomy. 

Pollen morphology and the relationship 
of the Plumbaginaceae, Polygonaceae, 
and Primulaceae to the order Cen- 
trospermae /, 77-16587 


Panama Canal. 

Selected documents, no. 6B : documents 
associated with the Panama Canal 
treaties., 77-16521 

Paraffins — Toxicology. 
Criteria for a recommended standard : 


occupational exposure to alkanes (CS- 
C8)., 77-16315 


Occupational exposure to alkanes (CS5- 
C8)., 77-16315 


Particles (Nuclear physics) 
Threshold photo and electroproduction 
of pions from nuclei /, 77-16027 


Partnership — Taxation — United States. 
Business income tax returns, 77-16593 


Statistics of income;, 77-16593 


Partnership — United States. 
Selecting the legal structure for your 
firm., 77-16566 


Pavements — Live loads. 
Pavement performance models /, 77- 
16162 


Pavements — Mathematical models. 
Pavement performance models /, 77- 
16162 


Pensions — United States. 

Building and construction trades on pen- 
sions and other employee benefit plans 
hearing before the Committee on 
Education and Labor, House of 
Representatives, Nintey-fifth Congress, 
first session ... April 19, 1977., 77- 
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Peroxides — Safety measures. 

Criteria for a recommended standard : 
exposure to benzoyl peroxide., 77- 
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Occupational exposure to benzoyl perox- 
ide., 77-16316 


Personnel management — Study and 
teaching — United States. 
Labor relations training °77-"78., 77- 
16072 
Personnel management — United States. 
Personnel management for supervisors 
and managers : participant reference 
manual., 77-16067 
Personnel management — United States — 
Handbooks, manuals, etc. 
Civilian personnel law manual., 77-16221 
Pest control — United States — Handbooks, 
manuals, etc. 
Engineered performance standards, 
public works maintenance., 77-16176 


Roads, grounds, pest control, refuse col- 
lection, handbook : engineered per- 
formance standards public works 
maintenance., 77-16176 

Pesticides — Economic aspects — United 

States. 

Economic analysis of pesticide disposal 
methods /, 77-16186 


Pesticides — Law and legislation — United 
States. 
Federal insecticide, fungicide, 
rodenticide act., 77-16741 


General farm bill : hearings before the 
Committee on Agriculture, House of 
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first session ..., 77-16741 
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Recognition and management of pesti- 
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durante el uso de pesticidas., 77-16185 
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Economic analysis of pesticide disposal 
methods /, 77-16186 
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activated carbon recovery /, 77-16195 


Petroleum conservation. 

Natural gas and petroleum conservation 
and coal utilization act of 1977 : re- 
port of the Committee on Energy and 
Natural Resources, United States 
Senate, together with minority views to 
accompany S. 977., 77-16952 


Petroleum pollution of water. 
Shipboard oil-in-water content monitor 
based on small angle forward light 
scattering /, 77-16689 


Page I-278 





Subject Index 


Petroleum products — Underground storage 
— Environment aspects — Kentucky — 
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Central Rock Mine: final environmental 
impact statement for., 77-16216 


Final environmental impact statement for 
Central Park Mine., 77-16216 


Strategic petroleum reserve., 77-16216 


Pharmaceutical research — United States — 
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Selected technical 
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Pharmacists — United States. 
Pharmacists in the Veterans Administra- 
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77-16713 
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Environmental aspects — Idaho. 
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Final environmental impact statement: 
development of phosphate resources in 
southeastern Idaho., 77-16376 

Phosphatic fertilizers — Inspection — United 

States. 

Inspection manual for enforcement of 
new source performance standards : 
phosphate fertilizer plants /, 77-16189 


Phosphate fertilizer plants., 77-16189 
Phosphorus. 


Algal nutrient availability and limitation 
in Lake Ontario during IFYGL., 77- 
16194 

Photography, Infra-red. 

Calculation of evapotranspiration using 
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(Photonuclear Data Center) /, 77- 
16023 


Photonuclear reactions — Computer 


publications., 77- 


programs. 

The NIRA computer program package 
(Photonuclear Data Center) /, 77- 
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Fire service physical fitness programs : a 
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partment of Commerce from Interna- 
tional Association of Fire Chiefs Foun- 
dation, Washington, D.C. /, 77-16058 
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Development of a job-related physical 
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College, Md. /, 77-16057 
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Physics Division annual review., 
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Phytochrome : a_ bibliography with 
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cations prior to 1975 /, 77-16584 


Pilot guides — Mexico, Gulf of. 
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United States coast pilot 5:, 77-16047 
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Otarioid seals of the Neogene /, 77- 
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Pipeline accident report : Dow Chemical 
U.S.A., natural gas liquids explosion 
and fire, near Devers, Texas, May 12, 
1975., 77-16611 
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Pollen morphology and the relationship 
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trospermae /, 77-16587 
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Police administration — United States. 
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Pollen morphoiogy and the relationship 
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trospermae /, 77-16587 
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15995, 77-15996, 77-15997 
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Postal service — United States — Rates. 
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Elimination of airmail from domestic 
mail classification schedule., 77-16735 
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77-15948 
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International importance of the energy 
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and coal utilization act of 1977 : re- 
port of the Committee on Energy and 
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States. 

Energy from the West : a progress report 
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Power resources — United States. 
A summary of accidents related to non- 
nuclear energy., 77-16201 


1978 ERDA authorization : hearing be- 
fore the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16821 


Power transistors — Testing. 
Safe operating area limits for power 
transistors /, 77-16007 


Pragmatism — Addresses, essays, lectures. 
Pragmatism and principle in U.S. foreign 
policy : speech /, 77-16529 
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Assaying ores, concentrates, and bullion 
/, 77-16405 


Precipitation (Meteorology) 
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lance radar (ASDE) at 15 and 25 GHz 
/, 77-16676 
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Privacy, Right of. 
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Privacy, Right of — United States — Case 
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Probation — United States. 
Summary, phase I evaluation of intensive 
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Programming languages (Electronic 
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instruction — Handbooks, manuals, etc. 
CANDE system manual /, 77-16626 


Propellers, Aerial — Standards — United 
States. 
Airworthiness standards, propellers, 77- 
16654 


Federal aviation regulations., 77-16654 
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Second International Congress on 
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Laboratory and field evaluation of 
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synonymy of Anisochromidae, Pseu- 
doplesiopidae, and Pseudochromidae /, 
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Program guide : nursing service : mental 
health nursing standards., 77-16712 
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16902 


The Small business development center 
act : hearings before the Select Com- 
mittee on Small Business, of the 
United States Senate, Ninety-fifth Con- 
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Future of the South’s Economy spon- 
sored by the Southern Growth Policies 
Board, Boca Raton Hotel, Boca Raton, 
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alcoholism., 77-16330 


National Heritage Day., 77- 


16599 


Salud, salud? To your health! 
maybe not., 77-16329 


Summary of National Hispanic Heritage 
Day, November 23, 1976., 77-16599 


Unamos nuestros esfuerzos, podemos ser 
una familia feliz : el alcoholismo es un 
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of the Federal Old-Age and Surviviors 
Insurance and Disability Insurance 
Trust Funds., 77-16846 


Facts about beneficiary 
designations., 77-16719 


and option 


Do not order from index; see indicated entry 





Swelling soils. 

An investigation of the 
microscale mechanisms _ that 
volume change in expansive clays /, 
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port to accompany S. 1866., 77-16963 

Telecommunication — United States — 

Vocational guidance. 

Career opportunities in the telephone 
and telegraph industries., 77-16480 


Telecom nunications. 
Orbit-prints, contours of power density at 
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the Committee on Appropriations, 
United States Senate, Ninety-fourth 
Congress, second session on H.R. 
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the uniformed services /, 77-16763 


United States — Armed Forces — Personnel 
management. 

Full committee consideration of H.R. 
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Federal Reserve System — Officials and 
employees. 
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United States. General Services 
Administration — Officials and 
employees. 

Nomination of Joel W. (Jay) Solomon : 
hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... April 21, 1977., 77-16790 


State- 


United States — Government property. 
Departmental property management 
system dims-2dpms summary : pdms., 
77-16464 


United States. Health Resources 
Administration. Division of Long-Term 
Care. 

Annual report - Division of Long-Term 
Care., 77-16298 


United States. Health Services 
Administration — Officials and 
employees. 

Job directory., 77-16295 

United States. Health Services 
Administration — Positions. 
Job directory., 77-16295 


United States — Hurricane — History. 
North Atlantic hurricanes of the 20th 
century., 77-16033 
Some devastating North Atlantic hur- 
ricanes of the 20th century., 77-16033 
United States — Industries. 
County business patterns., 77-16001 
United States — Industries — Periodicals. 
Annual survey of manufactures., 77- 


15973, 77-15974, 77-15975, 77- 
15976, 77-15977, 77-16050 
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United States. Internal Revenue Service. 
Internal Revenue Service administrative 
practices and procedures : hearings be- 
fore the Subcommittee on the Depart- 
ment of the Treasury, U.S. Postal Ser- 
vice, and General Government Ap- 
propriations of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fourth Congress, second session 
: special hearings., 77-16750 
United States. International Environmental 
Referral Center. 
United Nations Environment Program In- 
ternational Referral System., 77-16183 


United States sources of information in 
the area of desertification. U.S. Na- 
tional Focal Point of the United Na- 
tions Environment Program, Interna- 
tional Referral System., 77-16183 


United States. International Trade 
Commission. 
Two centuries of tariffs : the background 
and emergence of the U.S. Interna- 
tional Trade Commission /, 77-16597 


United States. International Trade 
Commission — Appropriations and 
expenditures. 

International Trade Commission 
authorization, 1978 : conference re- 
port to accompany H.R. 6370., 77- 
16899 


United States. Law Enforcement Assistance 
Administration. 
LEAA Indian program., 77-16439 


Review of LEAA narcotics funding 
hearing before the Select Committee 
on Narcotics Abuse and Control, 
House of Representatives, Ninety-fifth 
Congress, first session, June 8, 1977., 
77-16817 


United States. Laws, statutes, etc. 
Accounting and audit guide for an- 
tirecession fiscal assistance fund 
recipients., 77-16592 


How to find U.S. Statutes and U.S. code 
citations., 77-16244 


Interim accounting and audit guide for 
antirecession fiscal assistance (ARFA) 
fund recipients pursuant to title II of 
the Public works employment act of 
1976., 77-16592 

Public works employment act of 1976., 
77-16592 

Real estate settlement procedures act., 
77-16340 


Real estate settlement procedures act ; 
statute, regulations, special information 
booklet., 77-16340 

United States. Library of Congress. Law 

Library. 

Services of the Law Library., 77-16482 
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United States — Manufactures — Statistics 

— Periodicals. 

Annual survey of manufactures., 77- 
15973, 77-15974, 77-15975, 77- 
15976, 77-15977, 77-16050 

United States. National Aeronautics and 

Space Administration — Appropriations 

and expenditures. 

NASA authorization for fiscal year 1978 
: hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, first session, on S. 365 ..., 
77-16777 


United States. National Cancer Institute. 
National Cancer Institute accomplish- 
ments of benefit to people since 1971., 
77-16274 


National cancer program., 77-16274 


United States. National Credit Union 
Administration. 
Annual report of the National Credit 
Union Administration., 77-16500 


Equal employment opportunity affirma- 
tive action plan., 77-16501 


United States. National Credit Union 
Administration — Bibliography. 
National Credit Union Administration 
publications., 77-16238 


United States. National Institutes of Health. 

National Institutes of Health statistical 

reference book of international activi- 
ties, 77-16292 


NIH public advisory groups; authority, 
structure, functions, members., 77- 
16273 


Research and development -contracts., 
77-16271 


Statistical reference book of international 
activities., 77-16292 


United States. National Institutes of Health. 
Animal Center. 
NIH Animal Center., 77-16268 


United States. National Institutes of Health 

— Directories. 

Directory-Bibliography - National In- 
stitutes of Health, 77-16272 

Scientific directory and annual bibliog- 
raphy., 77-16272 

United States. National Library of Medicine. 

Grant programs of the National Library 
of Medicine : extramural programs., 
77-16285 

United States. National Science Foundation 

— Appropriations and expenditures. 

An act to authorize appropriations for 
activities of the National Science 
Foundation, and for other purposes., 
77-16926 

National Science Foundation authoriza- 
tion act, fiscal year 1978 : conference 
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report to accompany H.R. 4991., 77- 
16893 


United States — National security. 
Hearings on H.R. 6566, 
authorization legislation (national 
security programs) for fiscal year 
1978, before the Intelligence and Mili- 
tary Application of Nuclear Energy 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 77-16761 


Naval nuclear propulsion program, 1977 
: hearing on H.R. 6566 ... before the 
Intelligence and Military Application 
of Nuclear Energy Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, April 27, 1977., 
77-16762 


United States — National security — 

Addresses, essays, lectures. 

Address by Secretary of Commerce El- 
liot L. Richardson prepared for 
delivery before the annual luncheon of 
the National Security Industrial As- 
sociation, Sheraton Park Hotel, 
Washington, D.C., Thursday, Sep- 
tember 16, 1976, 1:30 p.m., 77-15966 


United States. National Transportation 
Safety Board — Officials and employees. 
The National Transportation Safety 

Board : its members, its offices., 77- 
16609 


United States. Naval Oceanographic Office. 
Proposed transfer of the National 
Oceanographic Office : hearing before 
a subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fourth Congress, first session : 
special hearing., 77-16752 


United States. Navy — Appropriations and 
e 
Full Committee consideration of repro- 
graming action no. FY-77-34N, con- 
ventional aircraft carrier (medium) 
(CVV) /, 77-16765 


United States. Nuclear Regulatory 
Commission. 
Annual report - U.S. Nuclear Regulatory 
Commission., 77-16734 


United States — Officals and employees. 
Careers in law enforcement : the Federal 
Government., 77-16434 


United States. Office of Federal 

Procurement Policy. 

Report to the Congress - Office of 
Federal Procurement Policy., 77- 
16518 

United States — Officials and employees — 

Appointment, qualifications, tenure, etc. 

Guide to the development of written 
tests for selection and promotion : the 
content validity model /, 77-16074 
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On the Federal merit promotion policy., 
77-16068 


United States — Officials and employees — 
Salaries, allowances, etc. 
Civilian personnel law manual., 77-1622i 


On pay under the general schedule., 77- 
16070 


United States. Officials and employees, 
Retired. 
Retention of life and health insurance 


benefits during retirement after 5 years 
of service : report to accompany H.R. 
4319., 77-16859 


United States. Parole Commission. 
Report the United States Parole Commis- 
sion, July 1, 1973 to September 30, 
1976., 77-16448 


United States — Politics and government. 
Journal of the House of Representatives 
of the United States., 77-16722 


Report - Administrative Conference of 
the United States., 77-16724 


United States — Population. 
Methodology of the national and state 
life tables for the United States, 77- 
16303 


U.S. decennial life tables., 77-16303 


United States — Population — Statistics. 
Estimates of the population of Maine 
counties and metropolitan areas, July 
1, 1975 (revised) and 1976 
(provisional), 77-15994 


Estimates of the population of Montana 
counties and metropolitan areas, July 
1, 1975 (revised) and 1976 
(provisional), 77-15995 


Estimates of the population of Nevada 
counties and metropolitan areas, July 
1, 1975 (revised) and 1976 
(provisional), 77-15996 


Estimates of the population of Wisconsin 
counties and metropolitian areas, July 
1, 1975 (revised) and 1976 
(provisional), 77-15997 


Federal-state cooperative program for 
population estimates., 77-15994, 77- 
15995, 77-15996, 77-15997 


Population characteristics., 77-15992 


School enrollment, social and economic 
characteristics of students, October 
1976 (advance report), 77-15992 

United States. Post Office Dept. Division of 

Philately. 

Remarks of the Honorable Mary Brooks, 
Director of the Mint, at ceremonies is- 
suing the 1973 philatelic-numismatic 
commemorative at Faneuil Hall, 
Boston, Massachusetts, 11:30 A.M., 
July 4, 1973., 77-16595 





United States. Public Health Service — 

Officials and employees. 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
first session ... June 24, 1977., 77- 
16796 


United States — Public lands. 

Endangered American wilderness act : 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 77-16806 


United States — Public works. 

An act making appropriations for public 
works for water and power develop- 
ment and energy research for the fiscal 
year ending September 30, 1978, and 
for other purposes., 77-16924 


Evaluation of the administration of the 
Title X program /, 77-16032 


Planning target for applicants and areas 
under the Public works employment 
act of 1977 (PL 95-28), 77-16031 


Public works employment appropriations 
act : hearings before subcommittees of 
the Committee on Appropriations, 
United States Senate, Ninety-fourth 
Congress, second session on H.R. 


15194 ... : special hearing., 77-16755 


Public works for water and power 
development and energy research ap- 
propriations for fiscal year 1977 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fourth Congress, 
second session., 77-16753, 77-16754 


United States — Public works — Finance. 
Public works for water and power 
development and energy research ap- 
propriation bill, fiscal year 1978 : con- 
ference report to accompany H.R. 
7553., 77-16895 


United States — Relations (general) with 
Caribbean area — Addresses, essays, 
lectures. 

U.S. relations in the Caribbean 
ment /, 77-16536 


United States — Relations (general) with 
Japan. 
Japan-United States Friendship Commis- 
sion announcement of programs 
1977-78., 77-16733 


United States. Securities and Exchange 
Commission. 
Homily on the glories of right conduct 
and the wages of sin /, 77-1658 1 
United States. Small Business 
Administration. 
S. 1306, Small business emergency 
drought disaster loan act of 1977 : 


: State- 





December 1977 


hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1306 ... June 23, 1977., 77- 
16823 


The study of small business : hearing be- 
fore the Subcommittee on Government 
Regulation and Small Business Ad- 
vocacy, of the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, first session ... 
June 29, 1977., 77-16825 


United States. Small Business 
Administration — Appropriations and 
expenditures. 

An act to amend the Small business act 
and the Small business investment act 
of 1958 to increase loan authorization 
and surety bond guarantee authority, 
and to improve the disaster assistance, 
certificate of competency, and small 
business set-aside programs, and for 
other purposes., 77-16919 


Amending the Small business act and the 
Small business investment act of 1958 
: report to accompany H.R. 692., 77- 
16902 


United States. Small Business 
Administration — Officials and 
employees. 

Establish an Associate Administrator at 
SBA for women’s business enterprise : 
hearing before the Select Committee 
on Small Business, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1526 ... June 16, 1977., 77- 
16826 


United States. Small Business 
Administration. St. Louis Task Force on 
Taxation. 

The report of the St. Louis Task Force 
on the taxation of small business., 77- 
16563 


Taxation of small business., 77-16563 


United States. Social Security 
Administration. 
Annual report of the Social Security Ad- 
ministration., 77-16831 


United States — Statistics, Vital. 
Vital statistics of the United States., 77- 
16302 


United States. Supreme Court. 
A decision of the Supreme Court about 
Veteran’s reemployment rights., 77- 
16477 


United States. Treasury Dept. — 
Appropriations and expenditures. 
Treasury, Postal. Service, and general 

government appropriations for fiscal 
year 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7552 ..., 77-16759 
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Treasury, Postal Service, and general 
government appropriations, 1978., 77- 
16759 

United States. Urban Mass Transportation 

Administration. 

A directory of research, development 
and demonstration projects., 77-16696 


Innovation in public transportation, 77- 
16696 


United States. Urban Mass Transportation 
Administration — Appropriations and 
expenditures. 

Urban Mass Transportation Administra- 
tion : statistical summary., 77-16695 

United States. Urban Mass Transportation 
Administration — Officials and 
employees. 

Nomination of Richard Page : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
first session ... June 30, 1977., 77- 
16774 


United States. Veterans Administration — 
Officials and employees. 
Pharmacists in the Veterans Administra- 
tion, hospitals and clinics-nationwide., 
77-16713 


United States magistrates. 

The Magistrate act of 1977 : hearing be- 
fore the Subcommittee on Inprove- 
ments in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 1612 and S. 1613 ... 
June 6, %, and 10, 1977., 77-16815 


United States Postal Service — 
Appropriations and expenditures. 
Treasury, Postal Service, and general 

government appropriations for fiscal 
year 1978 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7552 ..., 77-16759 


Treasury, Postal Service, 
government appropriations, 1978., 77- 
16759 

Uranium mines and mining — Hygienic 
aspects. 

Continuous working-level measurements 
using alpha or beta detectors /, 77- 
16396 


Urban renewal — United States. 

Federal tax policy and urban develop- 
ment : hearing before the Sucommittee 
on the City of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, first session, June 16, 1977., 
77-16770 


and general 
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Urban renewal — United States — 

Addresses, essays, lectures. 

Address by Secretary of Commerce El- 
liot L. Richardson for delivery before 
the United States Conference of 
Mayors, Milwaukee, Wisconsin, June 
28, 1976., 77-15960 


Urban transportation — Research — United 
States. 

A directory of research, development 

and demonstration projects., 77-16696 


Innovation in public transportation, 77- 
16696 


*Urban transportation — United States. 
A study of efficiency indicators of urban 
public transportation systems /, 77- 
16606 


Urban transportation policy — United 
States. 
Policy on major urban mass transporta- 
tion investment., 77-16694 


Vv 


Vatican City. 
Background notes., 77-16550 
Vatican City, 77-16550 


Ventilation — Handbooks, manuals, etc. 
Engineered performance standards, 
public works maintenance., 77-16173 


Heating, cooling and ventilating hand- 
book : engineered performance stan- 
dards : public works maintenance., 77- 
16173 


Veterans — Education — United States. 

Veterans’ education and readjustment 
legislation, 1977 : hearings before the 
Subcommittee on Education and 
Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16828 


Veterans — Employment — United States. 
A decision of the Supreme Court about 
Veteran’s reemployment rights., 77- 
16477 


Veterans — Laws and legislation — United 

States. 

Extension of automobile assistance al- 
lowance and equipment eligibility : re- 
port to accompany H.R. 6502., 77- 
16958 


Veterans’ education and readjustment 
legislation, 1977 : hearings before the 
Subcommittee on Education and 
[raining of the Committee’ on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, first ses- 
sion ..., 77-16828 


Veterans — Laws and legislation — United 
States — Digests. 


Summary of veterans 
ported., 77-16829 


legislation re- 
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Veterans — Loans — United States. 
Information and premium rates for 
veterans mortgage life insurance, 
VMLL., 77-16718 
A summary of loan guaranty benefits for 
veterans with service since January 31, 
1955., 77-16714 


Veterans, Disabled — United States. 
Extension of automobile assistance al- 
lowance and equipment eligibility : re- 
port to accompany H.R. 6502., 77- 
16958 


Nationai service life insurance : informa- 
tion about waiver of premium and 
total disability income provision., 77- 
16716 


National service life insurance : informa- 
tion and premium rates : J and JR pol- 
icies., 77-16717 


Veterans Administration Hospital, Bronx, 
N.Y. 
Veterans Administration Hospital, Bronx, 
New York., 77-16721 


Veterans Day. 
Honoring America’s veterans., 77-16711 


Veterans Day ceremonies honoring 


America’s veterans., 77-16711 


Veterinarians — Salaries, pensions, etc. — 

United States. 

Extending for one year the special pay 
provisions for physicians and dentists 
in the uniformed services and reinstat- 
ing the special pay provisions for op- 
tometrists and veterinarians ia the 
uniformed services : report to accom- 
pany H.R. 8011., 77-16887 


Full Committee consideration of H.R. 
8011, to extend for one year the spe- 
cial pay provisions for physicians and 
dentists in the uniformed services and 
to reinstate the special pay provisions 
for optometrists and veterinarians in 
the uniformed services /, 77-16763 

Vibration — Physiological effect. 

Relationships between whole-body vibra- 
tion and morbidity patterns among in- 
terstate truck drivers /, 77-16313 


Victims of crimes —- Maryland — Baltimore. 

Murphy Homes, Baltimore, Md. : A 

profile of the crime problems., 77- 
16342 


Victimization, fear of crime and altered 
behavior a profile of the crime 
problem in Murphy Homes, Baltimore, 
Maryland., 77-16342 


Victims of crimes — United States — 
Statistics. 
Criminal victimization in the United 
States : a comparison of 1974 and 
1975 findings., 77-16452 
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Victims of crimes — Washington, D.C. 
Capper Dwellings, Washington, D.C.: A 
profile of the crime problem., 77- 
16343 


Victimization, fear of crime and altered 
behavior a profile of the crime 
problem in Capper Dwellings, 
Washington, D.C., 77-16343 


Victims of crimes surveys — United States 
— Statistics. 
Local victim surveys : a review of the is- 
sues /, 77-16453 
Vietnamese Conflict, 1961-1975 — 
Biography. 
Vietnam era Medal of Honor recipients, 
1964-1972 : “in the name of the Con- 
gress of the United States” /, 77-16830 


Violence — Bibliography. 
Publications on the causes and preven- 
tion of violence., 77-16229 


Vitality 
Where did the energy go ? : fatigue, ex- 
haustion /, 77-16410 


Viverridae — Behavior. 
Comparative ethology of the large- 
spotted genet (Genetta tigrina) and 
some related viverrids /, 77-16585 


Vocational education — Great Britian. 

The British experience in educational 
change, careers education, school 
counselor role and counselor training : 
implications for American education /, 
77-16259 


Vocational education — United States. 
Public hearings on native American vo- 
cational education, November 1976- 
January 1977., 77-16737 


Vocational guidance — United States. 
Helping children make career plans : tips 
for parents., 77-16256 


Vocational interests — United States. 
Helping children make career plans : tips 
for parents., 77-16256 


Vocational rehabilitation — United States. 
Sheltered workshop study : a nationwide 
report on sheltered workshops and 
their employment of handicapped in- 
dividuals., 77-16465 


Vocational rehabilitation — United States — 

Periodicals. 

Annual report of the U.S. Department of 
Health, Education, and Welfare to the 
President and to the Congress on 
federal activities related to the ad- 
ministration of the rehabilitation act., 
77-16254 


Vocational teachers, Training of — United 
States. 
Commissioner's report on the education 
professions., 77-16261 


Personnel development for vocational 
education, 1973-74, 77-16261 
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Wages — Minimum wage — United States. 

Bill to repeal subminimum wage provi- 
sions for full-time students : hearing 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fourth Congress, second 
session, on H.R. 12596 April 1, 
1976., 77-16781 


Wages — Statistics. 
Occupational pay differences 
metropolitan areas /, 77-16469 
Workweeks of 41 hours 
premium pay., 77-16476 


among 


or more and 


War and emergency powers — United 
States. 
Trading with the enemy act reform 
legislation : report of the Committee 
on International Relations, on H.R. 
7738 ..., 77-16883 


Washington, D.C. Capitol. 

Incorporating additional areas and por- 
tions of streets into the United States 
Capitol Grounds : report to accom- 
pany S. 1859., 77-16948 


Waste disposal in the ocean. 
Design disclosure for the ocean dumping 
surveillance system’s dump control 

subsystem /, 77-16690 


Waste disposal in the ocean — 
Environmental aspects — North Atlantic 
Ocean. 

Baseline report of environmental condi- 
tions in Deepwater Dumpsite 106., 77- 
16036 


Deepwater Dumpsite 106., 77-16036 


Waste products as fuel. 
Metals in the combustible fraction 
municipal solid waste /, 77-16401 


of 


Water — Fluoridation. 
Fluoridation is for everyone., 77-16322 


Water — Pollution — United States — 
Bibliography. 
Water pollution and water resources., 
77-16224 
Water — Pollution — United States — 
Handbooks, manuals, etc. 
NPDES compliance sampling manual., 
77-16187 
Water, Underground — Pollution — Idaho. 
Hydrelogic data for the Idaho National 
Engineering Laboratory Site, Idaho, 
1971 to 1973 /, 77-16379 
Water conservation — Cape Verde Islands. 
Agricultural sector support (rural works) 
: agreement between the United States 
of America and Cape Verde, signed at 
Mindelo June 30, 1975 and amending 
agreement signed at Abidjan and Praia 
March 3 and 23, 1976., 77-16560 


December 1977 


United States. 
emergency 
1977 
hearing before the Select Committee 
Small United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1306 ... June 23, 1977., 77- 
16823 


| Water conservation — 
S. 1306, Small 
drought disaster loan act of 


business 


on Business, 


Water consumption — Southwestern States. 
Colorado River system consumptive uses 
and losses report, 1971-75., 77-16394 


Water consumption — United States. 
Estimated use of water in the United 
States in 1975 /, 77-16384 


Water quality — Rhode River, Md. 
Water quality in Rhode 
Smithsonian Institution Pier near An- 
napolis, Maryland January 1974 
through December 1975 /, 77-16390 
Water quality — United States — 
Bibliography. 
Water pollution 
77-16224 


River at 


and water resources., 


Water resources development — 
Environmental aspects — South Platte 
River watershed, Colo. 

Draft environmental statement: proposed 
Foothills project., 77-16425 


Foothills project, proposed., 77-16425 
Proposed Foothills project., 77-16425 


Water reuse — United States — Abstracts. 

Selected irrigation return flow quality ab- 
stracts, 1975 : fifth annual issue /, 77- 
16197 

Water-supply — Atlantic coast (United 

States) — Directories. 

Atlantic coast, coastal counties in water 
resources regions 01, 02, 03 (partial) 
and 21., 77-16391 

Catalog of information on water data, 
index to stations in coastal areas., 77- 
16391 

Index to stations in coastal areas from 
the Catalog of information on water 
data : [Atlantic coast, coastal counties 
in water resources regions 01, 02, 03 
(partial) and 21], 77-16391 

Water-supply — Great Lakes — Directories. 

Catalog of information on water data, 
index to stations in coastal areas., 77- 
16392 

Great 
resources region 04., 77-16392 


Lakes, coastal counties in water 


Index to stations in coastal areas from 
the Catalog of information on water 
data : 
in water 
16392 


[Great Lakes, coastal counties 


resources region 04], 77- 
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Water-supply — Gulf coast (United States) 

— Directories. 

Catalog of information on water data, 
index to stations in coastal areas., 77- 
16389 

Gulf coast, coastal counties in water 
resources regions 03 (partial), O08, 12, 
and 13., 77-16389 

Index to stations in coastal areas from 
the Catalog of information on water 
data : [Gulf Coast, coastal counties in 
water resources regions 03 (partial), 
08, 12, and 13], 77-16389 

Water-supply — Pacific coast (United States) 

— Directories. 

Catalog of information on water data, 
index to stations in coastal areas., 77- 
16393 

Index to stations in coastal areas from 
the Catalog of information on water 
data : [Pacific coast, coastal counties 
in water resources regions 17, 18, 19, 
and 20], 77-16393 

Pacific coast, coastal counties in water 
resources regions 17, 18, 19 and 20., 
77-16393 

Water-supply — Southwestern States. 


Colorado River system consumptive uses 
and losses report, 1971-75., 77-16394 
Water-supply — United States. 
Estimated use of water in 
States in 1975 /, 77-16384 
Waxes — Standards — United States. 
Wax, floor, water-emulsion, 
sistant., 77-16243 
West, Christopher Robert. 
Christopher Robert West : report to ac- 
company H.R. 2662., 77-16853 


the United 


slip-re- 


Wild and scenic rivers — Minnesota. 

Upper Mississippi, a wild and scenic river 
study, final report and environmental 
impact statement., 77-16428 

Upper Mississippi, Minnesota, wild and 
scenic river study., 77-16428 

Wilderness areas — Law and legislation — 

United States. 

Endangered American wilderness act 
hearings before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3454 ..., 77-16806 


Wildlife habitat improvement — The West. 
Assessment of effect of altered stream 
flow characteristics on fish and wildlife 
: pt. A, Rocky Mountains and Pacific 
Northwest : Pacific Northwest region 
case studies /, 77-16417, 77-16418, 
77-16419, 77-16420, 77-16421 


Assessment of effect of altered stream 
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